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THE  PROBLEM 

Airsickness  in  Naval  Flight  Officer  (nonpilot)  training  squadrons 
can  be  considered  to  be  a  significant  biomedical  risk  having  both  direct 
and  indirect  influence  on  the  cost  of  training  aircrew  personnel.  During 
flight,  airsickness  can  degrade  student  performance  and  sometimes  neces¬ 
sitate  repeat  hops  to  achieve  training  objectives.  Additional  dollar 
costs  also  result  when  students  attrite  because  of  airsickness,  with 
these  costs  rising  rapidly  when  the  attritions  occur  late  in  the  training 
program  or  even  later  in  fleet  assignments.  Currently,  there  are  few 
operational  data  available  to  describe  either  the  actual  incidence  or 
resulting  costs  of  the  airsickness  risk  in  these  squadron;  ,  and  hence, 
there  is  insufficient  information  available  for  flight  surgeons  and 
medical  boards  to  make  decisions  concerning  disposition  of  airsick 
individuals.  In  addition,  validated  biomedical  tests  of  motion  sickness 
susceptibility  to  screen  and  select  aircrew  candidates  best  suited  for 
fleet  assignments  involving  different  degrees  of  motion  stress  are  not 
yet  available. 

FINDINGS 

A  longitudinal  study  has  been  initiated  of  airsickness  problems  in 
the  primary,  secondary,  and  type-specific  fleet  readiness  (RAG)  squadrons 
comprising  the  complete  Naval  Flight  Officer  (NFO)  Training  Program. 
Flight  performance  data,  based  upon  both  instructor  and  student  judgments 
of  airsickness  severity,  are  being  collected  in  the  primary  and  secondary 
squadrons  on  an  individual-student  basis.  In  addition,  a  large  segment 
of  the  sample  population  has  been  exposed  to  several  prototype  laboratory 
tests  of  motion  sensitivity  which  will  be  related  to  the  subsequent 
flight  data.  The  data  will  define  the  incidence  and  severity  of  airsick¬ 
ness  in  the  individual  squadrons,  and  also  serve  as  operations-based 
validation  criteria  for  establishing  the  relative  merit  of  the  different 
components  of  the  laboratory  test  battery. 

This  report  deals  with  airsickness  incidence  in  the  current  flight 
syllabus  of  Squadron  VT-10  where  all  NFO  students  receive  their  primary 
training.  A  previous  report  described  the  airsickness  problem  for  the 
same  squadron  flying  a  different  syllabus  which  was  changed  to  its 
present  form  in  1979.  Flight  data  collected  from  5,365  hops  flown  by 
388  students  in  the  n  ;W  syllabus  indicate  that  airsickness  occurred  on 
approximately  23  percent  of  the  total  hops  flown,  vomiting  occurred  on 
11  percent  of  the  total,  and  performance  degradation  caused  by  airsick¬ 
ness  occurred  on  15  percent  of  the  total.  Approximately  81  percent  of 
students  reported  being  airsick  on  at  least  one  flight,  53  percent 
reported  vomiting  on  ue  or  more  flights,  and  67  percent  considered 
their  inflight  performance  to  have  been  degraded  by  airsickness  on  one 
or  more  hops.  These  figures  indicate  a  slightly  higher  incidence  of 
airsickness  in  the  current,  as  compared  to  the  previous,  flight  syllabus 
of  this  squadron.  As  with  the  previous  VT-10  report,  the  results  of 
several  brief  motion  reactivity  tests  to  which  a  large  segment  of  the 
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population  was  exposed  are  presented  and  various  comparisons  made  between 
different  student  subpopulations  based  upon  the  flight  and  laboratory 

test  data. 


ACKNOWLEDGMENTS 

The  project  investigators  wish  to  thank  Mr.  Andrew  N.  Dennis,  Jr., 
Bioengineering  Sciences  Division;  Mr.  Joel  W.  Norman,  Vestibular  Sciences 
Division;  and  Mrs.  Jack  A.  Martin,  Sensory  Sciences  Department,  for 
their  continued  contributions  to  the  conduct  and  documentation  of  the 
study.  Acknowledgment  is  again  made  to  Captain  Steve  Mugg,  USMC,  VT-10; 
Lieutenant  Commander  Ron  Ayer,  USN,  VT-10;  Lieutenant  Commander  D.  K. 
Kirk,  USN,  U.  S.  Naval  Aviation  Schools  Command;  and  Commander  A.  W. 
Marcantonio,  USN,  CNET,  for  their  cooperation.  In  addition,  especial 
appreciation  is  extended  to  the  many  students  and  their  instructors  who 
conscientiously  provided  the  airsickness  data  throughout  the  course  of 
flight  training  in  VT-10. 


Patrick  F.  O'Connell,  CAPT,  MC,  USN,  is  with  the  Naval  Aerospace  Medical 
Institute,  Pensacola,  Florida,  and  Garry  L.  Holtzman,  CDR,  MC,  USN,  is 
currently  assigned  to  the  USS  Dwight  D.  Eisenhower,  CVN-69,  FPO,  New 
York  09501. 


iii 


sasi?-=&p^»  tc-t-  .-v>- 


INTRODUCTION 

This  is  the  fourth  in  a  series  of  research  reports  dealing  with  a 
longitudinal  study  of  airsickness  in  Naval  Flight  Officer  (NFO)  students 
being  trained  for  a  variety  of  nonaviator  flight  assignments  in  fleet 
squadrons.  The  study,  described  in  detail  in  the  first  report  (3)  of 
the  series,  was  designed  to  investigate  the  incidence  and  severity  of 
airsickness  experienced  by  a  sample  of  the  NFO  population  on  an  individual- 
student  basis  as  they  progress  through  the  basic  (primary  level),  ad\  anced 
(secondary  level),  and  fleet  readiness  (commonly  referred  to  as  RAG) 
squadrons  comprising  the  NFO  training  syllabus.  The  study  also  relates 
the  airsickness  data  collected  In  the  flight  environment  to  the  perform¬ 
ance  of  the  students  on  several  motion  reactivity  tests  which  were 
presented  to  a  large  segment  of  the  total  sample  population  prior  to 
their  beginning  flight  training.  The  long-term  objective  here  is  to 
utilize  the  inflight  airsickness  data  as  validation  criteria  to  measure 
the  relative  effectiveness  of  the  motion  reactivity  tests  in  identifying, 
on  an  ja  priori  basis,  both  those  students  who  are  highly  susceptible  to 
airsickness  and  those  students  who  rarely  experience  the  problem.  The 
inflight  airsickness  data  thus  serve  this  test  validation  function  as 
well  as  defining  the  magnitude  of  the  airsickness  problem  within  each 
training  squadron. 

In  the  first  report  of  the  series  (3),  airsickness  data  were  presented 
for  408  NFO  students  receiving  basic /primary  training  in  Squadron  VT-10. 
That  student  group  flew  a  total  of  5,394  documented  hops  in  u  flight 
syllabus  composed  of  18  separately  identified  hops.  Midway  in  the 
study,  the  Squadron  VT-10  flight  syllabus  was  restructured  and  expanded 
to  20  hops.  This  report  deals  with  the  airsickness  reported  by  a  second 
NFO  student  population  (388  students)  receiving  basic  training  in  the 
same  squadron  but  under  the  new  (current)  flight  syllabus  conditions. 

The  statistical  tests  used  to  analyze  the  airsickness  data  are,  in 
general,  identical  to  those  used  in  the  first  report.  The  intent  of 
these  tests  is  to  give  preliminary  insight  into  the  relative  strength  of 
different  flight  and  laboratory  response  measures  in  identifying  differ¬ 
ences  that  may  exist  between  different  student  subpopulations.  To 
facilitate  reader  comparison  of  the  results  associated  with  the  new  and 
old  Squadron  VT-10  flight  syllabus,  the  layout  of  the  associated  statis¬ 
tical  tables  and  figures  presented  in  this  report  closely  duplicates 
the  tables  and  figures  of  the  first  report.  The  reader  is  also  referred 
to  the  first,  report  for  many  of  the  procedural  and  analytical  details 
not  presented  in  this  follow-up  report. 

PROCEDURE 

A  block  diagram  of  the  different  training  pipelines  currently 
followed  by  NFO  students  before  assignment  to  the  fleet  squadrons  is 
presented  in  Figure  1.  This  report  deals  with  the  airsickness  problem 
in  Squadron  VT-10  where  all  NFO  students  receive  their  basic/primary 
flight  training.  In  this  squadron,  students  are  trained  in  both  T-2  and 
T-39D  aircraft  (photographs  of  which  are  shown  in  Figure  2),  with  the 
majority  of  the  hops  involving  the  former  aircraft.  During  training  in 
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figure  i 

Block  diagram  •  a owing  training  pipelines  Followed  by  Naval  Flight  Officer  stndenfs  beginning 
with  basic  training  and  progressing  through  various  advanced  and  fleet  readiness  (KAO)  squad¬ 
rons  before  receiving  fleet  assignments.  Tills  report  deals  with  airsickness  incidence  in 
Basic  Training  Squadron  VT-ll)  under  a  new  flight  syllabus  that  was  phased  in  during  the  1 978- 
1979  period. 


VT-10,  che  student  population  is  divided  into  two  different  groups:  One 
group  is  selected  "or  assignment  to  the  Mather  Air  Force  Base  (MAFB) 
Advanced  Training  Squadron.  That  group  flies  only  the  eight  basic 
training  hops  identified  as  B1  through  B8  in  Figure  1  (see  Appendix  A 
for  a  brief  description  of  each  individual  hop  comprising  the  VT-10 
syllabus)  before  being  assigned  to  MAFB  for  navigator  training.  The 
second  group  flies  the  same  eight  basic  training  hops  plus  twelve  addi¬ 
tional  intermediate  training  hops  identified  as  11  through  112.  The 
assignment  of  this  latter  group  to  a  specific  advanced  training  squadron 
does  not  occur  until  completion  of  the  entire  20-hop  syllabus  in  VT-10. 
This  group  then  follows  one  of  three  different  advanced  training  pipe¬ 
lines  identified  as  VT86-AJN,  VT86-RIO,  and  ATDS  in  Figure  1.  Upon 
completing  advanced/secondary  training,  a^.1  students  receive  additional 
type-specific  training  in  fleet  readiness  squadrons  (commonly  referred 
to  as  RAG  squadrons)  before  being  assigned  to  an  operational  fleet 
squadron. 

To  document  the  incidence  and  severity  of  airsickness  experienced 
by  the  VT-10  students,  the  twosided  questionnaire  developed  for  the 
initial  study  (3)  was  again  used.  One  questionnaire  was  completed  for 
each  hop  flown,  with  separate  sections  provided  for  student  and  instructor 
evaluations  of  the  student’s  airsickness  reactions.  Upon  completion  of 
his  questionnaire,  the  student  folded  and  sealed  the  form  so  that  the 
instructor's  ratings  were  made  independently.  For  the  student  question¬ 
naire,  the  key  elements  were  four  forced-choice  ratings  of  airsickness 
experienced  during  the  flight,  number  of  times  vomiting  occurred,  flight 
performance  degradation  as  a  result  of  airsickness ,  and  any  nervousness 
experienced  before  or  during  flight.  A  fifth  item  requested  a  yes  or  no 
answer  concerning  the  use  of  airsickness  medication  on  the  hop.  The 
instructor  also  provided  ratings  of  the  same  four  airsickness,  vomiting, 
performance  degradation,  and  nervousness  parameters  rated  by  the  student. 
In  addition,  the  instructors  were  asked  to  rate  the  roughness  of  flight, 
i.e.,  atmospheric  turbulence  or  pilot  technique,  encountered  on  the  hop. 

The  motion  reactivity  test  data  presented  fcr  this  population  of 
students  were  collected  prior  to  the  time  the  students  began  their  NFO 
training  in  Squadron  VT-10.  Brief  descriptions  of  these  tests  are 
provided  in  Appendix  B,  with  related  references  that  provide  more  detailed 
information  on  test  techniques  and  procedures.  The  general  methods  used 
in  the  computer  storage  of  these  motion  reactivity  test  data  and  the 
related  flight  airsickness  data  are  outlined  in  the  first  report  (3)  of 
the  series. 

RESULTS  AND  DISCUSSION 

A  total  of  5,365  validated  airsickness  questionnaires  involving  388 
VT-10  students  were  collected  during  this  phase  of  the  longitudinal 
study.  As  indicated  in  Figure  1,  of  the  total  of  388  students  for  which 
flight  data  were  available,  300  (77.3  percent)  graduated  from  Squadron 
VT-10,  with  69  (17.8  percent)  receiving  advanced/secondary  training 
assignments  to  MAFB,  99  (25.5  percent)  to  VT86-AJN,  115  (29.6  percent) 
to  VT86-RIO,  and  17  (4.4  percent)  to  ATDS.  The  remaining  88  (22.7 
percent)  of  the  students  attrited  from  the  squadron  before  completing 
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training.  (This  attrition  rate  is  considerably  higher  than  the  6.1 
percent  rate  noted  in  the  first  VT-10  report  (3)  which  was  thought  to  be 
abnormally  low  from  past  squadron  experiences.)  Of  the  total  number  of 
attritcs,  55  students  dropped  out  of  the  program  at  their  own  request 
(DOR),  eight  were  not  physically  qualified  (NPQ) ,  one  was  both  not 
aeronautically  adaptable  (NAA)  and  NPQ,  and  the  remaining  24  were  dis¬ 
missed  from  the  training  program  as  a  result  of  inadequate  academic  or 
flight  performance. 

The  study  results  are  reported  and  discussed  under  seven  different 
subheadings  in  general  conformance  with  the  format  used  in  the  first 
Squadron  VT-10  report  (3) .  In  the  first  section  the  data  derived  from 
the  student  and  instructor  questionnaires  are  used  to  define  the  inci¬ 
dence  and  severity  of  airsickness  on  each  of  the  hops  comprising  the 
Squadron  VT-10  syllabus  (post-1978).  In  the  second  section  the  question- 
n  ire  data  are  discussed  in  relation  to  the  contribution  of  students 
experiencing  repeated  airsickness  to  the  over-all  airsickness  incidence 
figures.  In  the  laird  section  unweighted  and  weighted  airsickness 
indices  are  developed  on  in  individual-student  basis  to  quantitatively 
define  the  airsickness  experiences  of  the  squadron  population  as  a 
whole.  That  section  also  includes  statistics  describing  the  performance 
of  the  students  who  received  laboratory  motion  reactivity  tests  before 
they  began  NFO  training.  The  fourth  section  provides  a  brief  comparison 
of  the  airsickness  inuices  and  laboratory  test  scores  of  different 
student  subpopulations  defined  by  the  graduated  or  attrited  students. 

The  fifth  section  utilizes  the  flight  indices  to  both  define  and  compare 
the  performance  of  nonsusceptlble  student  groups  with  the  most  susceptible 
student  groups  within  the  over-all  population.  The  sixth  section  presents 
a  rank  correlation  matrix  analysis  of  the  relationships  found  to  exist 
between  and  across  the  different  flight  indices  and  laboratory  test 
scores.  The  last  section  compares  the  flight  and  laboratory  data  produced 
by  the  student  population  of  this  study  who  flew  the  new/current  VT-10 
syllabus  with  the  same  form  of  data  produced  by  the  student  population 
of  the  original  VT-10  study  (3)  who  flew  a  different  syllabus. 

AIRSICKNESS  INCIDENCE  AND  SEVERITY:  INDIVIDUAL-HOP  BASIS 

The  airsickness  and  related  response  measures  derived  from  the 
questionnaires  are  tabulated  in  Table  I  for  each  of  the  20  hops  com¬ 
prising  the  VT-10  syllabus.  The  table  contains  separate  listings  for 
the  student  and  instructor  ratings  of  the  incidence  and  relative  magnitude 
of  the  four  principal  response  measures  of  the  study;  i.e.,  airsickness, 
vomiting,  inflight  performance  degradation  caused  by  airsickness,  and 
nervousness.  For  each  of  those  measures,  four  percentage  values  corres¬ 
ponding  to  classifications  present ,  mild,  moderate ,  severe  are  presented 
for  each  of  the  20  hops.  Each  datum  below  a  given  hop  name  (see  Appendix 
A  for  a  brief  description  of  each  hop)  represents  the  percentage  of  the 
total  number  of  hops  flown  of  the  given  type  where  the  denoted  response 
occurred.  The  first  datum  presented  for  a  given  response,  e.g.,  "Airsick¬ 
ness-Present,"  is  the  percentage  of  the  hops  where  airsickness  was 
present  without  qualification  as  to  the  magnitude  (mild,  moderate,  or 
severe)  of  the  response.  The  three  subsequent  data  describe  the  percent. 
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incidence  of  mild,  moderate,  and  severe  ratings,  respectively,  for  the 
denoted  questionnaire  item.  In  the  case  of  the  vomiting  measure,  the 
breakdown  is  based  upon  the  number  of  times  the  response  occurred  on  a 
given  flight.  The  student  questionnaire  tabulation  also  contains  a  line 
item  describing  the  percent  incidence  of  flights  where  the  students 
reported  that  airsickness  medication  was  used.  In  the  instructor  tabula¬ 
tion,  separate  listings  are  provided  for  flight  turbulence  and  a  break¬ 
down  of  the  grades  issued  on  a  given  hor.  The  data  presented  in  the 
"Total"  column  at  the  extreme  right  in  the  table  represent  the  percent- 
tage  of  the  total  number  of  hops  flown  (5,365)  where  the  denoted  responses 
were  present. 

As  indicated  in  the  "Total"  column  of  Table  I,  the  students  reported 
that  airsickness  (mild,  moderate,  or  severe)  was  present  on  22.6  pi-n  enl. 
of  the  hops  flown  during  training  in  this  squadron;  their  instructor^ 
estimated  the  incidence  to  be  only  14.8  percent.  These  figures  indicate 
that  airsickness  incidence  with  the  new  VT~10  flight  syllabus  was  of. 
greater  magnitude  than  that  observed  with  the  old  VT-10  syllabus  where 
the  students  and  instructors  reported  (3)  airsickness  on  16.2  and  10.2 
percent,  respectively,  of  the  total  hops  flown.  In  the  case  of  the 
vomiting  measure,  the  VT-10  students  and  instructors  reported  that  this 
response  occurred  on  11.4  and  10.9  percent,  respectively,  of  the  total 
hops  flown.  Corresponding  figures  for  inflight  performance  degradation 
due  to  airsickness  were  14.8  and  10.6  percent,  respectively,  of  the 
total  flights.  Student  nervousness,  experienced  either  prior  to  or 
during  a  flight,  was  reported  by  the  students  and  instructors  on  44,4 
and  25.6  percent,  respectively,  of  the  fJights. 

To  illustrate  the  relative  magnitude  of  the  airsickness  problem 
among  the  different  hops  comprising  the  Squadron  VT-10  flight  syllabus, 
selected  elements  of  Table  I  have  been  plotted  in  Figures  3  through  9. 

In  these  figures,  each  hop  is  identified  with  an  abbreviated  code  that 
is  explained  in  Appendix  A.  The  hop  name-labeling  sequence  in  these 
figures  reading  from  left  to  right  follows,  in  general,  the  sequence 
that  the  students  flew  the  hns,  although  there  were  variations  from 
student  to  student. 


The  distribution  of  the  basic  flight  data  available  for  analysis 
for  each  hop  is  depicted  in  Figure  3  where  the  number  of  questionnaires 
collected  for  a  given  hop  is  expressed  as  the  percentage  of  the  total 
number  (5,365)  of  ciuestionna ires  received.  Variations  in  the  exact 
number  of  questionnaires  received  per  hop  are  due  to  less  than  100 
percent  return,  which  was  sometimes  compensated  by  repeat  hops  flown  by 
the  students.  Of  the  tot  il  questionnaires  received,  394  (7.3  percent) 
involved  students  repeating  a  hop  they  had  previously  flown. 

In  Figure  4  the  student  and  instructor  ratings  of  airsickness  are 
compared  for  each  hop.  Figure  4A  plots  the  incidence  of  airsickness, 
regardless  of  degree  of  severity,  that  occurred  on  a  given  hop  as  the 
percentage  of  the  total  hops  flown  where  airsickness  was  present. 

Figures  4B,  4C,  and  4D  depict  the  percent  incidence  of  hops  where  air¬ 
sickness  was  present  to  a  mild,  moderate,  and  severe  degree,  respec¬ 
tively.  Figures  5,  6,  and  7  represent  equivalent  plots  of  the  incidence 
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QUESTIONNAIRE  DISTRIBUTION  BY  HOP 


Figure  3 

Plot  of  re.lative  distribution  of  airsickness  questionnaires  received  during  the  study  as  a 
f>  action  of  the  individual  ho,  a  comprising  the  squadron  flight  syllabus.  Each  bar  above  a 
given  hop  corresponds  to  the  percentage  of  the  total  number  of  questionnaires  collected  during 
toe  study  that  pertained  to  the  specific  hop.  The  lef t-to-right  hop  sequence  shown  corres¬ 
ponds  in  general  to  the  sequence  that  the  stuoents  flew  the  hops,  although  there  were  excep¬ 
tions  within  each  hop  series. 


of  vomiting,  inflight  performance  degradation  due  to  airsickness,  and 
nervousness,  respectively.  A  comparison  of  the  relative  level  of  the 
student  and  instructor  judgments  in  these  four  figures  indicates  the 
general  trend  for  the  instructors  to  underestimate  the  students'  esti¬ 
mates  of  their  own  reactions.  During  the  initial  phase  of  the  VT-10 
syllabus  (hops  B1  through  B8) ,  the  greatest  motion  stress  was  observed 
to  occur  on  hops  Bl,  B3,  and  BA,  where  the  students  reported  the  inci¬ 
dence  of  airsickness  on  approximately  63,  51,  and  53  percent,  respec¬ 
tively,  of  the  flights.  As  indicated  by  the  hop  descriptions  provided 
in  Appendix  A,  these  hops  generally  involved  acrobatics  or  related 
flight  maneuvers  conducive  to  airsickness.  Airsickness  on  the  remaining 
B  series  of  hops,  particularly  B5  through  B8,  was  considerably  lower  in 
both  incidence  and  magnitude.  During  the  final  phase  of  training  (hops 
II  through  112),  motion  stress  was  greatest  on  hops  II,  12,  and  13  which 
involved  the  demonstration  of  basic  fighter  maneuvers.  Airsickness  was 
reported  by  the  students  to  have  occurred  on  approximately  43,  67,  and 
57  percent,  respectively,  of  those  flights.  The  vomiting  and  performance 
degradation  data  of  Figures  5  and  6,  respectively.,  also  reflect  the  same 
stress  effect  of  those  hops.  The  Figure  7  data  show  a  general  trend  for 
nervousness  to  decrease  in  magnitude  as  training  progresses,  with  a  rise 
in  level  occurring  when  the  11-13  series  of  hops  is  flown. 
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Percent  Incidence  of  flights  where  students  reported  using  airsickness  medication.  The  use  of 
medication  during  the  first  part  of  the  syllabus  peaked  on  hop  H4 .  Usage  rose  again  during 
the  H  through  l’l  hop  series  where  a  high  Incidence  of  airsickness  occurred. 

Figure  8  is  a  plot  of  the  percent  incidence  of  airsickness  medication 
usage  as  reported  by  the  students.  These  data  indicate  a  relatively  low 
dependence  on  medication  during  the  early  phase  of  training  followed  by 
a  significant  increase  at  the  time  of  the  11-13  fighter  maneuver  hops. 

As  stated  previously  (3-5),  this  reported  usage  of  medication  during  the 
mid-to-late  phases  of  the  flight  syllabus  requires  further  investigation 
since  this  practice  tends  to  allow  airsick  susceptibles  to  continue  in 
the  program  without  the  natural  screening  or  attrition  that  might  occur 
without  medication. 

A  comparison  of  the  instructor  ratings  or  turbulence  that  occurred 
on  a  given  hop,  as  shown  in  Figure  9,  with  the  airsickness  data  of 
Figure  4  implies  a  close  relationship  between  these  two  variables.  That 
is,  the  hops  that  the  instructors  considered  to  have  the  greatest  inci¬ 
dence  of  roughness-of-air  were,  in  general,  the  same  hops  that  produced 
the  greatest  incidence  of  airsickness.  As  has  been  mentioned  previously 
(3-5),  this  probably  arises  from  the  wording  used  in  the  questionnaire 
item  dealing  with  the  roughness-of-air  encountered  on  a  given  flight. 

As  a  result  of  the  inclusion  of  the  words,  "pilot  technique,"  in  the 
question,  some  instructors  were  led  to  rate  a  given  hop  in  terms  of  the 
flight  forces  produced  by  the  maneuvers  associated  with  the  hop,  rather 
than  the  atmospheric  turbulence  or  buffeting  that  was  present. 

In  the  previous  reports  (3-5)  dealing  with  airsickness  incidence  in 
Squadrons  VT-10  and  VT-86,  it  was  observed  that  certain  hops  flown  near 
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Percent  incidence  of  turbulence,  (rough  air  or  pilot  technique)  ns  a  function  of  the  individual 
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the  end  of  the  flight  syllabus  produced  relatively  high  airsickness 
incidence.  This  finding  was  used  to  emphasize  the  point  that  adaptation 
effects  cannot  be  deduced  from  a  simple  analysis  of  airsickness  as  a 
function  of  the  number  of  hops  flown  within  a  given  squadron.  That  is, 
airsickness  incidence,  at  least  for  the  NFO  population,  did  not  continu¬ 
ously  decrease  as  the  students  progressed  through  the  flight  syllabus. 

The  airsickness  data  for  hops  11-13  reflect  the  same  trend  for  this 
squadron.  Once  again,  these  results  suggest  that  conclusions  concerning 
airsickness  adaptation  must  be  carefully  weighed  in  relation  to  the 
motion  stress  level  of  each  hop  within  a  given  flight  syllabus. 

AIRSICKNESS  INCIDENCE  AND  SEVERITY:  STUDENT  FREQUENCY  ANALYSIS 

The  flight  data  were,  also  analyzed  to  establish  the  number  of 
students  who  experienced  a  given  response  a  repeated  number  of  times 
during  the  course  of  their  training.  Table  II  is  a  tabulation  of  the 
results  of  this  analysis  for  each  of  the  principal  questionnaire  responses. 
Each  datum  in  th^s  table  below  a  given  column  heading  denotes  the  percent- 
tage  of  the  total  number  of  students  who  experienced  a  given  response 
the  number  of  times  indicated  by  the  column  header.  For  example,  the 
data  presented  in  the  first  row  of  Table  II  indicate  that  12.1  percent 
of  the  students  reported  experiencing  airsickness  on  only  one  hop,  13.1 
percent  reported  being  airsick  on  two  hops,  et  cetera.  The  total  column 
at  the  extreme  right  in  the  table  denotes  the  percentage  of  the  total 
number  of  students  who  experienced  the  given  response  one  or  more  times. 

These  total  data  indicate  that  80.7  percent  of  the  students  reported 
being  airsick  on  ono  or  more  flights  during  their  VT-10  training,  52.8 
percent  reported  vomiting  on  one  or  more  flights,  and  67.3  percent 
reported  inflight  performance  degradation  due  to  airsickness  on  one  or 
more  flights.  These  values  are  larger  than  those  experienced  by  the  old 
syllabus  VT-10  students  (3)  who  had  corresponding  figures  of  74.5,  39.2, 
and  58.6  percent,  respectively.  As  indicated  by  the  0.3  percent  datum 
under  the  "12"  column  heading  for  the  first  variable  of  Table  II,  one 
tenacious  student  reported  being  airsick  on  1/  different  hops.  In 
similar  fashion,  two  students  reported  vomiting  on  8  different  hops,  two 
on  9  different  hops,  and  one  on  10  different  hops. 

To  emphasize  the  multiple  contributions  of  a  small  number  of  students 
to  the  over-all  airsickness  problem,  the  airsickness,  vomiting,  per¬ 
formance  degradation,  and  nervousness  data  derived  from  both  the  student 
and  instructor  responses  have  been  plotted  in  cumulative  frequency 
distribution  form  in  Figures  10A,  B,  C,  and  D,  respectively.  In  these 
figures,  the  deviation  between  the  student  and  instructor  distributions 
reflects  the  instructors'  tendency  to  underestimate  the  presence  of  a 
given  response,  using  the  student  judgments  as  reference.  This  applies 
to  all  variables  except  the  overt  symptom  of  vomiting,  where  the  instructor 
and  student  distributions  (Figure  10B)  had  good  correspondence.  The 
percentage  of  the  total  number  of  students  who  never  reported  experiencing 
a  given  response  is  represented  in  these  figures  by  the  intersection  of 
the  distribution  curve  with  the  ordinate  axis.  That  is,  19.3  percent  of 
the  students  reported  never  being  airsick,  47.2  percent  reported  never 
vomiting,  32.7  percent  reported  never  suffering  from  inflight  performance 
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Figure  10 

Normalized  cumulative  frequency  distribution  of  students  experiencing  airsickness  (A),  vomit¬ 
ing  (B),  inflight  performance  degradation  (C),  an c  nervousness  (D)  a  different  number  of  times 
during  the  course  of  their  flight  training  in  tills  squadron  based  upon  both  student  (solid 
line)  and  instructor  (dashed  line)  data. 


degradation  due  to  airsickness,  and  7.2  percent  reported  never  experiencing 
nervousness  prior  to  or  during  flight. 


From  these  distribution  data,  it  can  be  shown  that  50  percent  of 
the  hops  where  airsickness  occurred  was  accounted  for  by  approximately 
24  percent  of  the  total  number  of  students;  50  percent  of  the  hops  where 
vomiting  occurred  was  accounted  for  by  14  percent  of  the  students;  50 
percent  of  the  hops  involving  inflight  performance  degradation  was 
accounted  for  by  18.2  percent  of  the  students;  and  50  percent  of  the 
hops  where  nervousness  occurred  was  accounted  for  by  23.4  percent  of  the 
students.  As  mentioned  previously  (3)  the  long-term  objective  in  the 
development  of  tests  to  predict  airsickness  susceptibility  must  center 
on  the  identification  of  those  individuals  falling  into  the  upper  part, 
e.g.,  the  upper  decile,  of  the  Figure  10  distributions. 

Normalized  cumulative  frequency  distributions  of  the  same  form  are 
also  plotted  for  student  reports  of  medication  usage  in  Figure  11A  and 
for  instructor  ratings  of  turbulence  in  Figure  11B.  The  significance  of 
the  medication  plot  is  that  only  34  (8.8  percent)  of  the  388  squadron 
students  reported  using  medication  at  some  time  during  training.  Of 
these  students,  30  used  medication  on  three  or  less  flights,  one  on  four 
flights,  two  on  five  flights,  and  one  on  six  flights.  As  with  the 
previously  reported  squadron  data  (3-5),  the  incidence  of  medication 
usage  shown  in  Table  I  and  plotted  in  Figure  8  was  accounted  for  by  a 
relatively  small  number  of  students.  The  turbulence  distribution  data 
of  Figure  11B  show  that  the  repeated  exposure  to  roughness  of  air  was 
more  evenly  distributed  over  the  population. 

INDIVIDUAL  STUDENT  PERFORMANCE:  AIRSICKNESS  INDICES 

Unweighted  and  weighted  indices  were  calculated  for  the  principal 
components  of  the  airsickness  questionnaire  data,  using  both  the  student 
and  instructor  ratings.  The  indices  allow  comparisons  to  be  made  among 
different  squadrons  and  among  different  student  subpopulations  within 
given  squadrons.  In  addition,  they  are  intended  to  serve  the  further 
function  of  relating  an  individual's  performance  during  basic  training 
with  subsequent  performance  in  advanced  and  fleet  readiness  (RAG)  squad¬ 
rons.  As  outlined  in  the  first  report  (3),  five  unweighted  and  five 
weighted  indices  were  calculated  for  each  student,  using  the  airsickness, 
vomiting,  performance  degradation,  nervousness,  and  medication  usage 
components  of  the  student  questionnaire  as  measurement  references. 
Similarly,  for  the  instructor  data  pertaining  to  the  same  student,  five 
unweighted  and  five  weighted  indices  were  calculated,  using  the  same 
measurement  references,  with  the  one  exception  of  substituting  the 
instructor  rating  of  turbulence  for  the  student  report  of  medication 
usage.  Flight  indices  were  not  calculated  for  those  students  who  sub¬ 
mitted  less  than  four  questionnaires  during  the  study  period. 

The  methods  used  to  calculate  the  indices  were  keyed  to  structuring 
a  computer  data  storage  file  for  each  student  that  contained  a  sequential 
tabulation  of  all  questionnaires  collected  from  the  student  during  the 


course  of  hi?  squadron  training.  The  unweighted  indices  were  calculated 
from  this  fite  as 


1)  RESPONSE  INDEX  (UNWEIGHTED) 


No.  Flights  Response  Experienced 


Total  No.  Flights  Flown 


x  100 


where  no  weight  was  given  to  the  severity  of  the  response;  i.e.,  attention 
was  given  only  to  the  fact  that  a  response  such  as  airsickness  occurred 
on  a  flight  without  regard  to  its  mild,  moderate,  or  severe  degree  of 
magnitude.  Accordingly,  the  unweighted  indices  simply  represent  the 
percentage  of  the  flights  flown  by  the  student  where  the  denoted  response 
such  as  airsickness  occurred.  This  method  of  calculation  of  the  unweighted 
indices  was  applied  to  each  of  the  five  student  questionnaire  responses 
and  to  each  of  the  five  instructor  responses,  as  listed  above. 

The  weighted  indices  calculated  for  the  same  ten  questionnaire 
responses  were  based  upon  the  assignment  of  a  linear  weight  of  0,  1,  2, 

3  to  the  four  magnitude  ratings  associated  with  all  but  the  medication 
usage  item.  For  example,  if  a  student  reported  that  he  was  not  airsick 
on  a  hop,  he  would  have  a  response  rating  of  0.0  for  this  particular 
flight;  a  student  who  reported  either  mild,  moderate,  or  severe  airsick¬ 
ness  was  given  a  respo  se  rating  of  1,  2,  or  3,  respectively,  for  a 
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Figure  11 

Normalized  cumulative  frequency  distribution  of  students  utilizing  medication  on  a  repeated 
basis  (A)  and  students  experiencing  turbulence  or  roughness  of  air  on  one  or  more  flights  (li) 
Note  that  the  incidence  of  medication  usage  shown  in  Figure  8  was  accounted  for  by  a  very 
small  percentage  of  the  total  student  population,  as  indicated  in  A. 


'particular  hop.  These  response  ratings  were  summed  for  all  of  the  hops 
flown  by  a  given  student  and  used  to  calculate  a  weighted  index  that  was 
normalized  to  have  a  maximum  value  of  100  as  follows: 


2)  RESPONSE  INDEX  (WEIGHTED)  -  Sum  Usdlvldual.  Flight  Response  Ratings) 

Total  No.  Flights  Flown 

To  illustrate,  a  student  who  was  never  airsick  during  training  would 
have  a  weighted  airsickness  response  index  of  0.0;  a  student  who  was 
severely  airsick  on  all  of  his  flights  would  have  a  corresponding  weighted 
index  of  100.0;  a  student  who  was  mildly  airsick  on  50  percent  of  his 
flights  would  have  an  index  of  16.7;  and  a  student  who  was  severely 
airsick  on  50  percent  of  his  flights  would  have  an  index  of  50.0.  In 
the  case  of  the  medication  usage  question,  a  response  rating  of  0  was 
assigned  to  the  item  if  medication  was  not  used  on  the  flight,  and  1  if 
used.  The  weighted  index  was  also  normalized  to  have  a  maximum  value  of 
100.0,  thus  resulting  in  the  unweighted  and  weighted  indices  for  this 
one  item  being  identical. 

The  resulting  group  statistics  for  the  response  indices  of  the  VT- 
10  students  are  presented  in  Table  III.  Statistical  parameters  listed 
for  each  response  variable  include  the  group  mean,  standard  deviation  of 
the  observations,  standard  error  c:  the  mean,  minimum  and  maximum  values 
observed,  group  median,  the  total  number  of  observations  (students)  in 
the  data  base,  and  the  Kolmogorov-Smirnov  deviation  statistic.  Fesponse 
variables  1  through  10  in  that  table  represent  the  response  indices 
derived  from  the  student-based  questionnaire  data;  and  variables  11 
through  20  correspond  equivalently  to  the  indices  derived  from  the 
instructor-based  questionnaire  data.  (It  should  be  noted  that  the  N 
value  of  366  in  this  table  is  less  than  the  388  students  used  in  the 
compilation  of  the  Tables  I  and  II  data.  This  arises  because  the  Table 
III  flight  indices  were  not  calculated  for  any  student  who  submitted 
less  than  four  questionnaires  -  -  in  this  case,  22  students.) 

Variables  23  through  41  in  Table  III  describe  the  performance  of 
the  student  group  on  assorted  elements  of  the  motion  reactivity  test 
battery  given  to  many  of  the  students  prior  to  their  beginning  flight 
training  in  Squadron  VT10.  In  brief,  TMSQ1,  TMSQ2,  and  TMSQ3  (variables 
23,  2A,  and  25,  respectively)  pertain  to  a  motion  sickness  history  where 
TMSQ1  and  TMSQ2  involve  motion  sickness  experiences  prior  to  and  follow¬ 
ing  age  12,  with  TMSQ3  equal  to  the  sum  of  the  TMSQ1  and  TMSQ2  scores; 
TSANX  and  TTANX  (variables  26  and  27)  to  a  state/trait  anxiety  test; 

TBVDT,  TBVDR,  TBVDS,  and  TBVDP  (variables  28  through  31)  to  a  Brief 
Vestibular  Disorientation  Test  (BVDT);  TWSP1,  TWSP2,  and  TVVSP3  (vari¬ 
ables  32  through  34)  to  the  static  performance  element  of  a  Visual/ 
Vestibular  Interaction  Test  (WIT);  TWDP1,  TVVDP2 ,  and  TVVDP3  (variables 
35  through  37)  to  the  dynamic  performance  element  of  the  WIT;  and 
TVVIR,  TWIS,  TVVIP ,  and  TWIT  (variables  38  through  41)  to  the  motion 
sickness  rating  element  of  the  WIT. 

In  the  interpretation  of  the  numerical  magnitude  of  the  mean  data 
presented  in  Table  III,  it  should  be  realized  that  for  the  20  flight 
indices,  high  scores  denote  poor  performance  and  low  scores  good  perform¬ 
ance  (or  in  the  case  of  the  turbulence  measure,  high  scores  represent 


Table  II*. 

Statistical  listing  of  the  flight  response  Indices  and  laboratory  test  scores  for  the 
Squadron  VT-10  study  population.  Data  presented  for  each  response  variable  include 
the  mean,  standard  deviation,  standard  error  of  the  mean,  minimum,  maximum,  median, 
and  total  number  of  students.  In  addition,  the  deviation-statistic  associated  w„tb 
the  nonparametric  Kolmogorov-Smirnov  one-sample  test  of  goodness  of  fit  of  the  distribu¬ 
tion  of  the  observed  data  to  the  distribution  of  an  equivalent  theoretical  Gaussian 
population  is  listed  at  the  right. 


NO 

RESPONSE  VARIABLE 
DESCRIPTION 

MEAN 

S.  DEV 

STATISTICAL  1 
.  S .  ERR.  UN 

PARAMETERS 

MAX  MEDIAN 

N 

DEV 

1 

S-AIRSICKNESS  INDEX-UU 

26.  0 

22.  1 

1.  2 

.  0 

180.0 

23.7 

366 

.  16* 

2 

S-VOHITINC  INDEX-UU 

13.  1 

18  ,  2 

1.  0 

.  0 

100.0 

3.  3 

366 

.21* 

3 

S-P.  DEGRADATION  INDEX-UW 

16.6 

18. 9 

1 .  0 

.  0 

100.0 

12.  1 

366 

.  17* 

4 

S-NERV0USNE8S  INDEX-UU 

49.  2 

31  .  7 

1.  7 

.  8 

100.0 

43.  8 

366 

.  09* 

5 

S-NED 1C  ATI  ON  INDEX-UU 

1 .  8 

7  .  6 

.  4 

.  0 

75.0 

.  0 

366 

.  47* 

6 

S- A IRSI C'CNESS  INDEX-W 

12.  7 

11 . 8 

.  6 

.  L 

75.0 

IB.  6 

366 

.  121 

7 

S-VONIVINC  INDEX-U 

7.  4 

11.1 

.  6 

.  0 

73.0 

2.  8 

36  6 

.  22* 

8 

S-P. DEGRADATION  INDEX-U 

7.  9 

9,  7 

.  5 

,  0 

58.3 

4.  8 

366 

.  16* 

9 

S-NERVOUSNESS  INDEX-U 

21.  3 

16.  1 

.  8 

.  0 

91.7 

17.  7 

366 

.  12* 

10 

S-F1ED  IC  ATI  OH  INDEX-U 

1.  8 

7 . 6 

.  4 

.  0 

73.0 

.  0 

366 

.  47* 

1  1 

1-AIRSICKNESS  INDEX-UU 

17.  6 

19.0 

1. 0 

.  0 

tee.  e 

14.  0 

366 

.  16* 

12 

I-VOMITIHC  2  NDEX-UU 

13.  8 

17.  7 

.  9 

.  0 

100.0 

6.  3 

366 

.21* 

13 

I-P. DEGRADATION  INDEX-UU 

12.  6 

15.  4 

.  8 

.  0 

80.0 

10.  0 

366 

.  20* 

14 

I-NERV0USNE8S  INDEX-UU 

30.  2 

21  .  2 

1 .  1 

.  0 

180. 0 

23.  0 

366 

.11* 

13 

I -TURBULENCE  INDEX-UW 

25.  8 

16  ,  8 

,  9 

.  0 

100.0 

25.  e 

366 

.11* 

16 

I- AIRSICKNESS  INDEX-U 

8.  3 

10.2 

.  3 

.  0 

66,7 

5.  6 

366 

.  16* 

1? 

2 -VOMIT  INC  INDEX-U 

7.  1 

10.4 

.  3 

.  0 

60.0 

2.  7 

366 

.21* 

18 

I-P. DEGRADATION  INDEX-U 

5.  4 

7.  1 

.  4 

.  0 

30.0 

3.  3 

366 

.20* 

19 

1-NERVOUSNESS  INDEX-U 

11.4 

8.5 

.  4 

.  0 

45.8 

9.  5 

366 

.  13* 

20 

I-TURBULENCE  INDEX-U 

13.  3 

9.  1 

.  5 

.  0 

66.7 

12.  1 

366 

.  10* 

23 

TMSQ1-MS  HISTORY, PART  1 

8.  8 

11.4 

.  9 

.  0 

67.9 

5.  1 

174 

.  19* 

24 

TMS02-HS  HISTORY, PART  2 

7.  8 

9.3 

.  7 

.  0 

58.0 

4.5 

174 

.24* 

25 

TNSQ3-MS  HISTORY, SUM 

15.  8 

18.9 

i.  4 

.  0 

125.9 

11.0 

174 

.  18* 

26 

TSAHX-STATE/AHX,  QUEST. 

38.  6 

8  .  1 

.  6 

28. 0 

37.0 

28.  0 

172 

.  14* 

27 

TTANX-TRAIT/ANX.  QUEST. 

29.  1 

7.  2 

.  5 

20 . 0 

52.0 

28.  0 

172 

.  13* 

28 

TBVDT-BVDT  TIME  OF  DAY 

8.  9 

.  9 

1 

7. 7 

14.5 

8.  8 

174 

.  120 

29 

TBVDR-BVDT  RATER 

13.  8 

5.4 

.  4 

7. 0 

36.0 

12.0 

174 

.  19* 

30 

TBVDS-BVDT  SELF-RATI MG 

12.  7 

6.8 

,  3 

5. 0 

30  0 

11.0 

174 

.  17* 

31 

TBVDP-B VDT  POST-RATING 

3.  3 

7  ,  8 

.  6 

.  0 

52.0 

1. 0 

166 

.31* 

32 

TVVSP1-VVIT  STATIC-RIGHT 

121.7 

7  3 

.  6 

90. 0 

129.0 

123.  0 

174 

.  16* 

33 

TVVSP2- VV! T  STATIC-URONG 

5.  2 

5.2 

.  4 

.  0 

27.8 

3.  0 

174 

.21* 

34 

TV VSP3- VVI T  STATIC-OMIT 

2.  1 

3.4 

,  3 

.  0 

27.0 

.  0 

174 

.  29* 

33 

TVVDP1-VVIT  DYNAMIC-RIGHT 

79.  2 

31 . 8 

2.  4 

9. 0 

129.0 

83.  0 

174 

.87 

36 

TV VDP2- VVI T  DYMAM I C-WRONC 

10.  4 

7.  7 

,  6 

.  0 

37.0 

9.  0 

1  ?  4 

.  lie 

37 

TVVDP3-VVIT  DYNAMIC-OMIT 

39.  4 

33 . 2 

2.  5 

.  0 

120.0 

33.  0 

174 

.  13* 

38 

TVV  IR-VVIT  RATER 

15.  3 

6 . 6 

.  5 

6. 0 

36.0 

13.  0 

174 

.  18* 

39 

TVVI8-VVIT  SELF-RATIHG 

14.  0 

6  .  2 

.  5 

3. 0 

31.0 

13.  0 

174 

.  13* 

40 

TVVIP-VVIT  POST-RATING 

13.  0 

77 . 2 

5,  8 

.  0 

999.0 

2.  0 

174 

.  39* 

41 

TVV  IT-VVIT  TIME  OF  DAY 

10.  0 

1  .  2 

.  i 

7. 7 

14.2 

10.  0 

174 

.  08 

8  ■  STUDENT  RESPONSE  DATA 
X  •  INSTRUCTOR  RESPONSE  DATA 
0  ■  SIGNIFICANT  BEYOND  THE  .1  LEVEL 
•  ■  SIGNIFICANT  BEYOND  THE  .01  LEVEL 


UU 

U 
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greater  stress  than  low  scores).  Correspondingly,  for  the  majority  of 
the  motion  reactivity  rest  battery  scores,  high  scores  denote  either 
poor  performance  or  greater  susceptibility  to  motion  stress.  In  the 
case  of  two  test  scores  (TWSP1  and  TVVDP1) ,  the  converse  is  true  in 
that  these  two  variables  pertain  to  the  number  of  correct  responses 
produced  by  the  students  while  perorming  the  related  test  tasks.  In 
the  case  of  the  TBVDT  and  TWIT  variables,  no  inaptitude  relationship 
exists  relative  to  performance  in  that  these  measures  describe  the  time 
of  day  (24-hour  clock)  that  the  BVD  and  WI  Tests  were  given  to  the 
student  group. 

As  with  the  questionnaire  data  collected  previously  (3-5),  the 
distributions  of  the  20  Squadron  VT-10  flight  indices  are  generally 
skewed  toward  the  lower  values  of  the  response  scale,  with  the  median 
values  of  Table  III  consistently  falling  below  the  related  means. 

Similarly,  the  results  of  a  Kolmogorov-Smirnov  one-sample  test  of  goodness 
of  fit  (2)  of  the  normalized  cumulative  distribution  of  the  observed 
data  to  an  equivalent  Gaussian  distribution  with  the  same  mean  and 
standard  deviation  as  the  observed  data  indicate  non-normality  of  the 
data.  As  indicated  by  the  significance  symbols  adjacent  to  the  Kolmogorov- 
Smirnov  deviation  statistic  labeled  as  DEV  in  Table  III,  the  null  hypothesis 
that  the  distribution  of  the  observed  data  is  the  same  as  a  Gaussian 
distribution  must  be  rejected  at  the  -01  significance  level  or  greater 
for  all  20  flight  indices.  Plots  of  the  normalized  cumulative  frequency 
distributions  of  the  unweighted  and  weighted  flight  indices,  along  with 
their  equivalent  theoretical  Gaussian  distributions,  are  presented  in 
Figures  Cl  through  C5  of  Appendix  C  for  both  the  student  and  instructor- 
der-'-'ed  questionnaire  data.  Figures  C6  through  Cll  plot  similar  data 
for  die  motion  reactivity  test  results  (variables  23  through  41)  of  the 
squaacon  students. 


The  unweighted,  student-based  indices  in  Table  III  imply  that  for 
this  specific  VT-10  population,  the  mean  or  "average"  student  experienced 
airsickness  on  26.0  percent  of  the  hops  flown,  vomited  one  or  more  times 
on  13.1  percent  of  the  hops,  and  experienced  inflight  performance  degrada¬ 
tion  due  to  airsickness  on  16.6  percent  of  the  hops.  With  the  exception 
of  the  vomit  index,  the  equivalent  unweighted  indices  calculated  from 
the  instructor-furnished  data  indicate  cons ’.uerably  lower  mean  values 
for  the  corresponding  variables.  This  same  relationship  applies  to  the 
weighted  indices  presented  in  Table  III.  The  mean  value  of  1.8  for  the 
medicat’on  usage  index  denotes  the  relatively  low  usage  of  medication  in 
the  squadron.  However,  as  mentioned  in  the  first  report  (3)  such  "average- 
student"  interpretations  of  the  Table  III  mean  data  are  highly  restricted 
by  the  non-Gaussian  nature  of  the  related  distributions. 


COMPARISON  OF  STUDENT  SUBPOPULATIONS  BASED  UPON  ADVANCED  TRAINING 
ASSIGNMENTS  AND  GRADUATED / AT TRT TED  STATUS 


As  outlined  in  the  Figure  1  block  diagram,  upon  graduation  from  VT- 
10,  the  students  follow  one  of  four  different  advanced/secondary  training 
pipelines  to  the  fleet;  i.e.,  MAFB,  7T86-AJN,  VT86-RIO,  or  ATDS.  As 
explained  in  the  first  VT-10  report  (3),  a  comparison  of  the  flight 
indices  measured  for  these  four  different  student  groups  must  take  into 


account  the  fact  that  the  MAFB  students  generally  fly  only  the  eight 
basic  hops  identified  as  B.l  through  B8,  while  the  remaining  three  groups 
fly  B1  through  B8  as  well  as  the  twelve  intermediate  hops  identified  as 
II  through  112.  For  this  reason,  a  separate  set  of  unweighted  and 
weighted  flight  indices  was  calculated  for  each  student  within  each  of 
the  four  subpopulations  based  upon  only  the  B1  through  B8  hops  which 
were  flown  by  all  graduated  students  regardless  of  their  advanced  training 
squadron  assignment.  A  Kruskal-Wallis  one-way  analysis  of  variance  by 
ranks  test  (2)  was  then  applied  to  the  flight  and  laboratory  test  score 
data  produced  by  those  four  student  groups.  In  Table  IV  a  tabulation  is 
made  of  the  Kruskal-Wallis  H  statistic  corrected  for  tied  scores;  the 
total  number  of  students  included  in  the  analysis;  and,  for  each  of  the 
four  groups,  the  mean,  standard  deviation  of  the  observations,  the 
standard  error  of  the  mean,  and  the  number  of  students  included  in  the 
group.  To  disprove  the  null  hypothesis  that  the  four  student  groups  came 
from  the  same  or  identical  population  requires  that  the  H-statistic 
equal  or  exceed  11.34  at  the  .01  significance  level  and  16.27  at  the 
.001  level,  assuming  that  H  is  distributed  like  chi  squared  with  three 
degrees  of  freedom.  In  conformance  with  the  analytical  procedures 
established  on  an  £  priori  basis  in  the  first  report  (3)  of  the  series, 
a  probability  of  .01  was  arbitrarily  selected  as  the  minimum  degree  of 
statistical  significance  that  would  be  symbolically  identified  in  Table  IV 
(and  in  all  following  tables) . 

The  lack  of  statistical  significance  symbols  adjacent  to  the  H 
statistic  column  in  Table  IV  indicates  that  the  Kruskal-Wallis  test  does 
not  show  any  real  differences  at  the  .01  level  or  better  among  the 
four  student  subpopulations.  This  applies  to  all  20  flight  indices  and 
all  19  of  the  laboratory  test  scores.  This  is  in  essential  agreement 
with  the  findings  reported  for  the  same  four  subpopulations  who  flew  the 
old  VT-10  flight  syllabus  (3) . 

Since  one  element  of  the  longitudinal  study  involves  the  later 
follow-up  of  the  VT-10  students  assigned  to  both  the  AJN  and  RIO  components 
of  Advanced  Training  Squadron  VT-86,  a  similar  statistical  comparison  is 
provided  in  Table  V  for  those  two  student  groups.  The  ATDS  group  is  not 
included  because  of  the  relatively  low  number  of  students  receiving  this 
assignment.  In  contradistinction  to  Table  IV,  the  airsickness  index 
data  in  Table  V  were  calculated  on  the  basis  of  the  entire  20  hops 
comprising  the  complete  VT-10  flight  syllabus.  For  these  data  the 
Kruskal-Wallis  li  statistic  based  upon  one  degree  of  freedom  is  required 
to  equal  or  exceed  3.84  at  the  .05  significance  level,  6.64  at  the  .01 
significance  level,  or  10.83  at  the  .001  level  to  disprove  the  null 
hypothesis  that  the  VT86-AJN  and  VT86-RIO  students  came  from  the  same  or 
an  identical  population.  Again,  there  were  no  significant  differences 
at  the  .01  level  or  better  between  the  two  populations  for  any  of  the  41 
listed  response  measures.  In  the  first  VT-10  report  (3),  the.  academic 
and  flight  grades  (variables  21  and  22)  received  by  the  students  upon 
graduation  from  VT-10  were  significantly  higher  for  those  assigned  to 
VT86-RIO  than  for  those  assigned  tc  VT86-AJN.  7’his  is  not  the  case  for 
the  new  syllabus  VT-10  students. 

A  third  comparison  involves  those  students  who  graduated  from  the 


Table  V 


Results  of  a  Kruskal-Wallis  one-way  analysis  of  variance  comparison  of  students  who  graduated 
from  Squadron  VT-10  and  were  assigned  to  Advanced  Training  jquadron  VT86-AJN  with  students  who 
graduated  and  were  assigned  to  Squadron  VT86-RIO.  Tn  contradistinction  to  Table  IV,  the  flight 
indices  for  this  table  and  all  following  tables  were  calculated  on  the  basis  of  all  flights 
flown  by  each  individual  student. 


NO 

RESPONSE  VARIABLE 
DESCRIPTION 

H 

STATISTIC  MEAN 

VT86-AJN 

3. DEV.  S. ERR 

.  H 

MEAN 

VT86-I 
S  .  DEV 

RIO 

.  8. ERR 

.  N 

1 

S-AIRSICKNESS  INDEX-UU 

4 . 06 

24. 2 

18.  9 

1 . 9 

98 

19.  5 

18.2 

1  .  7 

1  14 

2 

S-VONITING  INDEX-UU 

.  00 

11.5 

16.  0 

1 . 6 

98 

11.6 

16.  4 

1  .  5 

1  14 

3 

S-P. DEGRADATION  INDEX-UU 

3.  30 

13.3 

14.4 

1 . 5 

98 

12.9 

16.  5 

l  .  5 

1  14 

4 

S-NERVOUSNESS  INDEX-UU 

1 . 46 

43.3 

27.  3 

2.8 

98 

40.  2 

31 . 6 

3 . 0 

1  14 

5 

S-HEDICATION  INDEX-UU 

.  16 

1  .  3 

4.  1 

.  4 

90 

1 .  2 

4. 5 

.  4 

1  14 

6 

S-AIRSICKNESS  INDEX-U 

3  .  74 

12.1 

10.2 

1 . 8 

98 

9.  7 

18.0 

.  9 

1  14 

7 

S-V0HIT1NG  INDEX-U 

.  04 

6.5 

8.  6 

.  9 

98 

6.  4 

10. 8 

.  9 

1  14 

8 

S-P . DEGRADAT ION  INDEX-U 

3.  29 

7.  7 

8.  5 

.  9 

98 

5.  8 

7.  2 

.  7 

114 

9 

S-NERVOUSNESS  INDEX-U 

1  .  25 

18.1 

12.  9 

1  .  3 

98 

17.  3 

15.  4 

1.4 

114 

i  e 

S-HEDICATION  INDEX-U 

.  16 

1  .  3 

4.  1 

.  4 

98 

1.  2 

4. 5 

.  4 

1  14 

1 1 

I-AIRSICKNESS  INDEX-UM 

.  76 

15,2 

14.5 

1  .  5 

98 

14.  2 

16.5 

1  .  5 

114 

12 

I-VONITING  INDEX-UU 

.  16 

10.8 

14.  0 

1 . 4 

98 

12.  1 

16. 7 

1  .6 

1  14 

1  3 

I-P. DEGRADATION  INDEX-UU 

1  .  24 

11.1 

12.  1 

1 . 2 

98 

9.  2 

11.3 

1  .  1 

1  14 

1  4 

I-NERV0USNE8S  INDEX-UU 

.  as 

24.4 

15.  2 

1  .  5 

98 

24.  2 

15. 5 

1  .  4 

1  14 

15 

I-TURBULENCE  INDEX-UU 

1.01 

24.0 

12.  9 

1  .  3 

98 

27.  1 

IS.  6 

1  .  5 

114 

16 

1-AIRSICKNESS  INDEX-U 

.95 

7.2 

7.  7 

.  8 

98 

6.  6 

9  .  1 

.  9 

1  14 

1  7 

I-VOHITING  INDEX-U 

.  00 

6.2 

8.  6 

.  9 

98 

6.  3 

9.  4 

.  9 

1  14 

ie 

I-P. DEGRADATION  INDEX-U 

1.63 

4.8 

5.  9 

.  6 

98 

3.  7 

4. 8 

.  4 

1  14 

19 

I - NER VO USNES S  INDEX-U 

.  19 

9.0 

5.  8 

.  6 

98 

8.  9 

6.  4 

.  6 

1  14 

20 

I-TURBULENCE  INDEX-U 

.  33 

12.6 

7.  0 

.  7 

93 

13.  8 

9.  1 

.  8 

114 

21 

ACADENIC  CRADES-BASIC 

.  13 

49.7 

8.  0 

.  a 

98 

50.  0 

8.  9 

.  8 

113 

22 

FLIGHT  GRADES-BAS1C 

5.23 

3.0 

.  0 

.  0 

98 

3.  0 

.  0 

.  0 

113 

23 

THSQ1-HS  HISTORY, PART  1 

.01 

7.  1 

8.  5 

1 . 2 

58 

7.  3 

8. 9 

1  .4 

40 

24 

THSQ2-NS  HISTORY, PART  2 

.  38 

3.2 

7.  8 

1  .  1 

58 

6.  3 

8.  3 

1  .  3 

40 

25 

TMSQ3-HS  HISTORY, SUN 

.01 

12.4 

13.  2 

1  .  9 

50 

13.  6 

15.  6 

2.5 

40 

26 

T8ANX-8TATE/ANX . QUEST. 

.01 

30.5 

7.  9 

1  .  1 

49 

30.  3 

7. 8 

1  .  2 

40 

27 

TTANX-TRAIT/ANX. QUEST. 

.  45 

29.2 

6.  4 

.  9 

49 

29.  5 

8.  4 

1  .  3 

40 

28 

TBVDT-BVDT  TINE  OF  DAY 

.  76 

8.9 

.  9 

.  1 

50 

8.  8 

.  9 

.  1 

40 

29 

TBVDR-BVDT  RATER 

1.13 

14.7 

6.  4 

.  9 

58 

12.8 

4.  1 

,  7 

40 

30 

TBVD8-BVDT  SELF-RATING 

1  .  58 

13.8 

6.7 

.  9 

50 

12.0 

5. 8 

.  9 

40 

3  1 

TBVDP-BVDT  POST -RATING 

2 . 89 

4.  1 

9.  8 

1  .  4 

49 

Z.  6 

9. 0 

1 . 5 

37 

32 

TVVSP1-VVIT  STATIC-RIGHT 

.  84 

121.8 

9.  7 

1  .  4 

50 

122.  3 

5. 7 

.  9 

41 

33 

TVVSP2- VVI T  STATIC-WRONG 

1  .  60 

4.  7 

6.  7 

.  9 

50 

4.  I' 

4.  1 

.  6 

41 

34 

TV VSP3- VVI T  STATIC-ONIT 

.  84 

2  .  a 

4.  7 

.  7 

58 

1  .  8 

2. 3 

.  4 

41 

35 

TVVDP1-VVIT  DYNAMIC-RIGHT 

.  40 

74  .  3 

36.  6 

3.  2 

50 

79.  7 

34. 5 

5.4 

41 

36 

TV VDP2- V VI T  DYNAMIC-URONG 

.03 

9  ,  4 

7.  9 

1  .  1 

58 

9.  3 

fl.  6 

1  .  3 

41 

37 

TVVDP3- VVI T  DYNAMIC-OMIT 

.  45 

45.3 

37,  5 

5  .  3 

50 

40.  0 

37.  a 

5.8 

41 

38 

TVVIR-VVIT  RATER 

.  46 

13.3 

6.  6 

.  9 

50 

16.  3 

7.  4 

1  2 

41 

39 

TVVIS-VVIT  SELF-RATING 

.  25 

13.7 

5.  9 

.  8 

50 

14.9 

7. 6 

1 . 2 

41 

40 

TVVIP-VVIT  POST-RATING 

.  1  7 

4.7 

9.  8 

1  .  3 

50 

6.  t 

11.8 

1 . 8 

41 

41 

TWIT-WIT  TINE  OF  DAY 

.  38 

10.1 

1  .  3 

.  2 

50 

9.  9 

1  .  4 

.  2 

41 

S  ■  STUDENT  RESPONSE  DATA  UU  ■  UNWEIGHTED  RESPONSE  INDEX 

1  «  INSTRUCTOR  RESPONSE  DATA  U  ■  WEIGHTED  RESPONSE  INDEX 

0  «  SIGNIFICANT  BEYOND  THE  ,01  LEVEL 
*  ■  SIGNIFICANT  BEYOND  THE  .001  LEVEL 


squadron  and  those  who  attrited  Cor  any  reason  whatsoever.  The  results 
of  applying  the  same  Kruskal-Wallis  one-way  analysis  of  variance  to 
these  student  groups  are  summarized  in  Table  VI.  The  airsickness  indices 
in  this  case  were  calculated  on  the  basis  of  all  flights  flown  by  the 
students.  The  H  statistic  data  of  this  table  for  the  ten  student-based 
flight  indices  show  that  significant  differences  existed  between  the 
graduated  and  attrited  student  populations  for  the  airsickness  and 
nervousness  indices,  both  unweighted  and  weighted.  The  same  applies  to 
the  unweighted  performance  degradation  index.  For  the  ten  instructor- 
based  indices,  significant  differences  existed  between  the  two  student 
groups  for  the  same  three  indices,  both  unweighted  and  weighted.  In  all 
cases,  the  flight  indices  were  higher  for  the  attrite  group.  Only  two 
of  the  laboratory  test  scores  (variables  32  and  33)  showed  any  statisti¬ 
cally  significant  differences  between  the  two  groups. 

Examination  of  the  mean  scores  presented  in  Table  VI  for  the  two 
student  groups  shows  that  the  incidence  of  airsickness,  vomiting,  per¬ 
formance  degradation,  and  nervousness  was  greater  for  the  attrite 
group.  This  same  trend  was  observed  in  the  other  elements  of  the  study 
including  the  students  who  flew  the  old  VT-10  flight  syllabus  (3),  the 
VT36-AJN  students  (4),  and  the  VT86-RIO  students  (5).  However,  of  these 
latter  three  squadrons,  differences  significant  to  the  .01  level  or 
better  for  any  of  these  four  measures  were  found  for  only  the  VT86-RIO 
population.  The  higher  incidence  of  airsickness  in  the  attrite  group 
(significant  to  the  .05  level  or  better  in  all  squadrons  studied  to 
date)  highlights  the  potential  contribution  of  this  factor  to  the  over¬ 
all  attrition  problem.  A  further  point  is  that  the  comparison  between 
the  graduated  and  attrited  populations  afforded  by  Table  VI  in  this 
report  and  the  three  previous  reports  (3-5)  is  based  upon  attritions 
that  occur  only  within  the  squadron  undergoing  study.  It  does  not 
include  students  who  attrite  at  a  later  phase  in  their  training/fleet 
careers.  Incorporation  of  these  additional  attrites  during  the  later 
phases  of  the  longitudinal  study  may  further  strengthen  the  observed 
relationship  between  airsickness  and  attrition. 

COMPARISON  OF  STUDENT  SUBPOPULATIONS  BASED  UPON  AIRSICKNESS  SENSITIVITY 

In  the  first  report  (3)  of  the  series  it  was  emphasized  that  a 
long-term  objective  of  this  laboratory  is  to  develop  and  validate  an 
airsickness  test  battery  to  identify  both  susceptible  and  nonsusceptible 
aviation  candidates.  In  this  study,  the  inflight  data  derived  from  both 
the  students  and  the  instructors  over  the  full  course  of  the  NFO  training 
syllabus  serve  to  quantitatively  distinguish  between  those  students  who 
repeatedly  suffer  airsickness  (high  flight  index  scores)  and  those 
students  who  rarely  experience  airsickness  (low  flight  index  scores). 
Accordingly,  separation  of  the  students  into  susceptible  and  nonsusceptible 
groups  based  upon  their  actual  flight  performance  provides  some  direct 
insight  into  the  relative  merit  of  the  individual  components  of  the 
prototype  motion  reactivity  test  battery  given  to  the  students  prior  to 
their  beginning  NFO  flight  training.  In  the  paragraphs  that  follow, 
such  an  approach  is  pursued  by  comparing  the  flight  and  laboratory  data 
produced  by  the  most  susceptible  students  (arbitrarily  defined  as  those 
students  with  high  scores  falling  into  the  upper  decile  of  the  entire 
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Table  VI 

Results  of  a  nonpnrnmetrle  Krusknl-Wal lis  one-way  analysis  of  variance  comparison  of  st talents 
who  graduated  from  Squadron  VT-10  with  students  who  attrlted  from  the  squadron  after  beginning 
flight  training. 


HO 

RESPONSE  VARIABLE 
DESCRIPTION 

H 

STATISTIC 

MEAN 

GRADUATED 

S  .  DEV.  S. ERR 

H 

NEAH 

ATTR1TED 

S  DEV.  3. ERR. 

H 

1 

S-A IRS1CKHESS  IHDEX-UW 

14.00* 

23.3 

19.  8 

1  .  1 

2  98 

37  2 

27  .  7 

3.  4 

68 

2 

S-VOHITING  INDEX-UW 

3.97 

11.8 

16.  3 

.  9 

298 

19,2 

24.  3 

2.  9 

68 

3 

S-P  .  DEGRADAT I  ON  INDEX-UW 

7.37* 

14.9 

16.  8 

1  .  0 

298 

24.1 

24  .  8 

3.0 

68 

4 

S- NER.VOUSMESS  INDEX-UW 

12.49* 

46  3 

38.  6 

1  .  8 

298 

62.9 

33  .  3 

4  .  1 

68 

5 

MEDICATION  tNDGX-UU 

.  38 

1  .  6 

S.  0 

.  3 

298 

2.  0 

12.3 

1  .  3 

68 

6 

S-AIRSICKNESS  INDEX-U 

9  .  B  8 1 

11.4 

10.  4 

.  6 

298 

17.9 

15.8 

1  .  9 

68 

7 

S-VONITING  INDEX-U 

2.72 

6  .  7 

10  0 

,  6 

298 

1  0.  2 

14.7 

1  .  8 

68 

8 

S-P . DECRADAT ION  I HDEX-U 

3.89 

7  ,  1 

8.  3 

.  3 

298 

11.3 

13.7 

1  .  7 

68 

9 

S-HEPVOUSNESS  INDEX-U 

12.32* 

19.8 

13.  3 

.  9 

298 

27.9 

18.  1 

2.2 

68 

1  8 

S-MED1CAT10N  INDEX-U 

.  98 

1  .  £ 

6.  0 

3 

298 

2.  8 

12.5 

1  .  5 

68 

1  1 

1-AIRSICKNESS  INDEX-UW 

18.831 

13  6 

16  6 

1  .  8 

296 

26  4 

23  .  0 

3.  0 

70 

1  2 

1-VOMITING  INDEX-UW 

4.37 

11.6 

13,  5 

,  9 

2  96 

1  9.  8 

24.  1 

2  9 

70 

1  3 

I-P. DEGRADATION  INDEX-UW 

6  .  88# 

10  9 

12.  6 

,  7 

296 

1  9.  6 

22.  4 

2.  7 

70 

1  4 

I-NERVOUSNESS  INDEX-UW 

35  9  3* 

26  .  3 

f  7.  4 

1  .  6 

2  96 

46,8 

27.  1 

3.2 

70 

1  S 

I-TURBOLENCE  INDEX-UW 

.  72 

24  ,  9 

14.7 

.  9 

2  96 

29,  7 

23.  4 

2.8 

70 

1  6 

1-AIRSICKNESS  INDEX-U 

9.76* 

7.  3 

8.  S 

.  3 

2  96 

12.  8 

13.  7 

1  .6 

70 

1  7 

I  -  VON  1 T I  NO  INDEX-U 

3.17 

6.3 

9.  4 

.  3 

296 

1  0.  0 

13.6 

1  .  6 

70 

18 

I-P. DEGRADATION  INDEX-U 

7.61# 

4  .  6 

5.  8 

.  3 

296 

8.  7 

10. 6 

1  .  3 

70 

19 

I  - N  ER  VOUSHES  S  INDEX-U 

33.  77* 

9  .  9 

7.  2 

.  4 

296 

1  7.  7 

10.8 

1  .  3 

70 

29 

I  - T URBUL ENCE  INDEX-W 

.  74 

12,9 

8.  2 

.  5 

296 

1  3.  1 

12.8 

1  .  4 

70 

23 

TMSQi-HS  HISTORY, PART  1 

.  87 

B.  3 

19.  7 

.  9 

133 

18.  4 

13.2 

2.  1 

41 

24 

THSQ2-NS  HISTORY, PART  2 

.  33 

7.  1 

8,  9 

.8 

133 

6.  6 

10.3 

1  .  6 

41 

23 

TMSC3-NS  HISTORY, SUN 

03 

15.4 

17.  6 

1  .  5 

133 

17.  0 

22.  8 

3.6 

41 

2  6 

TSANX-STATE'ANX. QUEST. 

.  33 

30.3 

8.  0 

.  7 

1  32 

3  1.3 

8.  3 

1  .  3 

40 

27 

TTANX-TR6IT/AMX. QUEST. 

.  t  1 

29.2 

7.  2 

6 

1  32 

28.  9 

7.  1 

1  .  1 

40 

28 

TBVDT-BVDT  TIME  OF  DAY 

.  09 

8.9 

1.0 

.  1 

133 

8.  8 

.  6 

.  1 

41 

29 

T3VDR-BVDT  RATER 

.  84 

13.6 

3,  3 

.  5 

133 

14.  3 

3.7 

.  9 

41 

30 

TBVDS-BVDT  SELF-RATING 

.  03 

12.8 

6.  1 

.  3 

133 

12.  5 

5  8 

.  9 

41 

31 

TBVDP-BVDT  POST-RATING 

.  74 

3.4 

8.  3 

.9 

128 

3.  0 

4  .  9 

.  8 

38 

32 

TVVSPI-VVIT  STATIC-RIGHT 

6.93* 

122.3 

7.  2 

.  6 

134 

119.6 

7.  1 

1  .  1 

40 

33 

TWSP2- VVI  T  STATIC-WRONG 

8.96* 

4  .  6 

3.  0 

.  4 

134 

7.  1 

3.5 

.  9 

40 

34 

TVVSP3-VVI!  STATIC-OHIT 

.  £4 

2  .  1 

3.  3 

.  3 

1  34 

2.  3 

3.  2 

.  3 

40 

33 

TVVDP I-VV1T  DYNAMIC -RIGHT 

88 

79.  1 

32.  3 

2  .  8 

1  34 

79.  4 

29.  7 

4  .  7 

40 

3  6 

TVVDP2-VVIT  DYNANK-URONG 

2.23 

9.7 

7.  1 

6 

134 

12.  3 

9.  3 

1  .  3 

40 

37 

TVVDP3-VVIT  DYNANIC-OHIT 

.07 

40.2 

34.  1 

2  .  9 

1  34 

37.  0 

30.  3 

4.8 

48 

38 

TVVIR-VVIT  RATER 

.  15 

15.4 

6.  5 

.  6 

1  34 

15.  1 

6.  9 

1  .  1 

40 

39 

TVVIS-VVIT  SELF-RATIHG 

.  30 

14.2 

6.  4 

.  6 

134 

13.  4 

3.  4 

.  9 

40 

40 

TVVIP-VVIT  POST-RATIHG 

.  19 

7  .  6 

18.7 

l  6 

134 

31.  2 

157.4 

24.9 

40 

41 

TWIT-WIT  TINE  OF  DAY 

.  02 

10.9 

1 .  3 

.  1 

1  34 

10.  0 

1 . 0 

.  2 

40 

3  ■  STUDEHT  RESPONSE  DAT  ft  UW  »  UNWEIGHTED  RESPONSE  INDEX 

I  *  INSTRUCTOR  RESPONSE  DflTft  W  *  WEIGHTED  RESPONSE  INDEX 

»  *=  SIGNIFICANT  BEYOND  THE  .81  LEVEL 
*  «  SIGNIFICANT  BEYOND  THE  081  LEVEL 
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population  for  a  given  airsickness  measure)  with  those  produced  by  the 
least  susceptible  students  (arbitrarily  defined  as  those  students  who 
never  experienced  airsickness  during  training) . 


As  with  the  first  report  (3)  of  the  series,  the  initial  comparison 
to  be  made  involves  the  weighted  airsickness  index  data  derived  from  the 
student  questionnaire  (variable  6).  The  nonsusceptible  population  was 
defined  as  those  students  who  never  reported  experiencing  airsickness 
during  flight  training  in  Squadron  VT-10.  This  corresponds  to  airsick¬ 
ness  index  scores  of  0.0  for  both  the  unweighted  (variable  1)  and  weighted 
(variable  6)  responses.  The  susceptible  or  airsick  population  was 
defined  as  those  10  percent  of  the  student  population  who  had  a  weighted 
airsickness  index  that  equaled  or  exceeded  the  90th  centile  (upper 
decile)  reference  established  by  the  normalized  cumulative  frequency 
distribution  for  this  particular  index.  The  student-based  distribution 
data  presented  in  Figure  Cl-B  (Appendix  C)  indicate  that  at  the  90th- 
centile  point,  the  weighted  index  score  was  approximately  27.2.  These 
distribution  data  also  indicate  that  the  nonairsick  group  included 
approximately  19  percent  of  the  total  squadron  population  for  which 
airsickness  index  scores  were  determined. 

With  these  criteria  serving  to  define  the  airsick  susceptible  and 
nonairsick  susceptible  populations,  a  Kruskal-Wallis  one-way  analysis  of 
variance  was  performed  on  each  of  the  response  variables,  the  results  of 
which  are  tabulated  in  Table  VII.  As  Indicated  by  the  significance 
symbols  entered  adjacent  to  the  H  statistic,  the  airsickness-related 
flight  indices  (variables  1-3,  6-8,  11-13,  and  16-18)  were  significantly 
different  for  the  two  populations,  which,  by  definition,  would  occur  as 
a  result  of  the  criterion  selected  to  distinguish  between  the  two  popula¬ 
tions.  The  medication  index  also  shows  a  higher  drug  usage  rate  for  the 
airsick  group.  Differences  were  also  observed  for  all  of  the  nervous¬ 
ness-related  indices  as  well  as  for  the  instructor-based  turbulence 
data . 

In  the  case  of  the  19  motion  reactivity  test  scores,  statistically 
significant  differences  between  the  selected  airsick  and  nonairsick 
populations  were  found  for  two  of  the  motion  sickness  case  history 
scores,  one  of  the  BVD  Test  scores,  and  three  of  the  WI  Test  scores. 

The  motion  sickness  case  history  sum  score  (variable  25)  was  also  found 
to  be  statistically  higher  for  the  airsick  groups  included  in  the  three 
previous  squadron  studies  (3-5);  with  the  exception  of  the  VT86-RIO  data 
(5),  the  same  applies  to  the  first  element  (variable  23)  of  the  motion 
sickness  case  history.  The  statistically  significant  difference  associ¬ 
ated  with  the  post-rating  element  (variable  31)  of  the  BVDT  was  also 
observed  in  two  of  the  three  previous  studies,  with  Squadron  VT86-RIO 
again  being  the  exception.  In  the  case  of  the  three  WIT  scores  (vari¬ 
ables  38-40) ,  this  is  the  first  squadron  where  statistical  differences 
to  the  .01  level  or  better  have  been  shown  to  exist.  (However,  the  same 
three  WIT  scores  were  significantly  different  to  the  .05  level  or 
better  in  the  VT86-AJN  data  [4]  and  two  of  the  scores  [variables  39  and 
40]  were  similarly  significant  in  the  old  syllabus  VT-10  data  [3].) 


Table  VII 

Results  of  a  Kruakul-Wallis  one-way  analysis  of  variance  comparison  of  students  who  never  experi¬ 
enced  airsickness  during  flight  training  with  students  who  had  a  relatively  high  incidence  of 
airsickness.  The  nonairsick  group,  defined  as  those  students  with  a  weighted  airsickness  index 
(variable  6^  from  the  student  questionnaire)  equul  to  0.0,  represented  approximately  19  percent  of 
the  total  study  population.  The  airsick  group,  arbitrarily  established  as  the  most  sensitive 
10  percent  of  the  students,  was  defined  ns  those  Individuals  with  a  weighted  airsickness  index 
equal  to  or  greater  than  27.2  which  marked  the  upper  decile  for  this  measure. 


NO 

RESPONSE  VARIABLE 

DESCRIPTION 

H 

STATISTIC 

MEAN 

NONAIRSICK 

S  .  DEV.  S.  ERR 

N 

MEAN 

AIRSICK 

S  DEV.  S . ERR. 

N 

1 

S- A 1RS1 CKNESS  1NBEX-UW 

109. 67* 

.  0 

.  8 

8 

78 

67.  3 

18.6 

3.8 

38 

2 

S- VON  1 T I  NO  1 NDEX-UW 

86  . 42* 

.  8 

.  8 

.  9 

70 

43.  0 

27. 8 

4.4 

38 

3 

S-P  DEGRADATION  tNDEX-UW 

84.19* 

1  .  0 

5.  0 

.  6 

78 

58.  6 

25.  1 

4.  1 

38 

4 

S  - NERVOUSNESS  INDEX-UW 

44  24* 

33.3 

29.  2 

3  ,  5 

78 

ea.  i 

28.  9 

3.4 

38 

3 

S-HEDICATI0N  INDEX-UW 

27  39* 

.  4 

3.  0 

.  4 

78 

11.4 

19.2 

3.  1 

38 

6 

S-  A  I R  S l C  KNES  S  INDEX-W 

tee. 71* 

.  0 

.  0 

.  6 

70 

38.  a 

18.  7 

1  .  7 

38 

7 

S-V0M1TING  INDEX-W 

86 , 42* 

.  8 

.  8 

.  0 

78 

28.  2 

16. 9 

2.7 

38 

8 

S-P. DEORADAT ION  INDEX-W 

84. 85* 

.  4 

2.  9 

.  2 

78 

26.  4 

14.  8 

2.3 

38 

9 

S-NERV0USNE8S  INDEX-W 

44.21* 

13.6 

12.  9 

1  .  5 

70 

36.  3 

13.1 

2.1 

38 

10 

S- MEDICATION  INDEX-W 

27  59* 

.  4 

3.  8 

.  4 

70 

11.4 

19. 2 

3.1 

38 

t  1 

1-AIRSICKNESS  INDEX-UW 

93. 78* 

.  3 

1  .  9 

.  2 

70 

51.  2 

22.  1 

3.6 

38 

12 

I  -  VON  I T I NC  INDEX-UW 

91  . 68* 

.  t 

.  9 

.  1 

78 

45.3 

23,  7 

3.8 

38 

13 

I-P. DEGRADAT ION  INDEX-UW 

93.11* 

.  5 

2.  7 

.  3 

70 

41.9 

19.9 

3.2 

38 

14 

I-NERVOUSNESS  INDEX-UW 

37.72* 

28.8 

14.5 

1  .  7 

78 

53,  3 

27.  3 

4.5 

38 

15 

I  -  TURBULENCE  INDEX-UW 

41  . 77* 

17.9 

13,  9 

1  .  7 

7«i 

45.  9 

23.  2 

3.8 

38 

16 

I-AIRSICKNESE  INDEX-W 

93. 75* 

.  1 

.  6 

.  1 

70 

27.  7 

14.  0 

2.3 

38 

1  7 

I  -  V  ON  I T I NG  INBEX-U 

91  .67* 

.  O 

.  3 

.  0 

7C 

27.  3 

14.  5 

2.3 

36 

18 

I-P. DEGRADATION  INDEX-W 

93.40* 

.2 

.  9 

.  1 

70 

19.  0 

9.  9 

1 , 6 

38 

19 

I-NERVOUSNESS  INDEX-W 

37.28* 

7.4 

5.  B 

.  7 

70 

28.  2 

11.1 

1  .  8 

38 

20 

I  -  TURBULENCE  INDEX-W 

44 . 62* 

8.9 

7.  1 

.  8 

78 

24.  3 

12.  7 

2.  1 

38 

23 

TMSOl-NS  HISTORY, PART  1 

8  .  321 

4.9 

10.5 

1  .  9 

3P 

12.  7 

13.  7 

3.5 

15 

24 

THSQ2-MS  HISTORY  PART  2 

6  .48 

2  .  8 

6.  1 

1  .  1 

30 

9.  7 

18.  9 

2.8 

15 

25 

THSQ3-HS  HISTORY  SUH 

10.  t  7 1 

7.  6 

14.9 

2.7 

38 

22.  3 

22.  3 

5.8 

15 

26 

TSANX-ST ATE/ANX  0UE8T . 

6.53 

26.  7 

7.  1 

t  .  3 

38 

32.  4 

7.  6 

2.8 

14 

27 

TTANX-TRAIT/ANX. QUEST. 

5.95 

25.  B 

6.5 

1  .  2 

30 

29.  6 

S.  3 

1.4 

14 

28 

TBVDT-BV'DT  TINE  OF  DAY 

.  26 

8.8 

,  6 

.  1 

30 

8.  8 

.  6 

,  2 

15 

29 

TBVDR-BVDT  RATER 

6  04 

12.6 

3.  9 

,  7 

38 

15.  6 

4.  2 

1  .  1 

15 

30 

TBVDS-BVDT  SELF-RATING 

4  .  78 

19.6 

5.  3 

1 . 0 

38 

14.  3 

5.  8 

1 . 5 

15 

31 

TBVDP-BVDT  POST-RATING 

18  6  61 

.  9 

2.  0 

.  4 

30 

3.  8 

4  .  3 

1  .  1 

15 

32 

TVVSP1-VVIT  STATIC-RIGHT 

.  1  5 

12  1.6 

6.  2 

1  .  1 

38 

123.  1 

3  .  3 

.  9 

14 

33 

TV VSP2- VV1 T  STATIC-WRONG 

1.10 

5  .  6 

4.  9 

,  9 

38 

3.  8 

2  .  6 

,  7 

14 

34 
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.  86 

1  .  S 

1  .  9 

.  3 

38 

2.  1 

2.  4 

.  6 

14 

35 
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4.81 

06.  4 

23,  9 

4  .  7 

38 

$2.  7 

36  .  7 

9.8 

14 

36 

TVVDP2-VVIT  D YN AH  I C- WRONG 

3  89 

11.6 

7.  3 

r  .  4 

38 

8.  2 

8  .  9 

2.4 

14 

37 

TV V DP3- V VI T  D YN AN  I C- ON  1  T 

3 . 94 

31.9 

26.8 

4.9 

30 

58.  1 

41  .  8 

11.2 

14 

38 

TVVIR-VVIT  RATER 

11.45* 

12.1 

4.  7 

,  9 

38 

19.  9 

7  .  9 

2.  1 

14 

39 

TVV  13-VV  IT  SELF-RATING 

8.31* 

19.2 

5.  3 

1  .  9 

30 

16.8 

6  .  8 

1 . 8 

14 

40 

TVVIP-VVIT  POST-RATING 

9,711 

4  .  8 

3.  7 

1  ,  6 

39 

12.  9 

18.  4 

4  .  9 

14 

4  1 
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1  .  09 

9.  9 

1 .  0 

.  2 

30 

t  8.  2 

.  9 

.  3 

14 
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Table  VIII  provides  a  similar  comparison  between  students  with  a 
high  (upper  decile)  weighted  vomit  index  (variable  7)  and  students  who 
never  reported  vomiting  on  their  training  flights.  This  latter  group, 
representing  approximately  47  percent  of  the  squadron  population  for 
which  student-based  weighted  vomit  index  scores  were  available,  includes 
both  those  Table  VII  students  who  were  never  airsick  and  thus  never 
vomited  and  those  students  who  were  occasionally  airsick  but  never 
reported  vomiting.  The  upper  decile,  as  derived  from  the  Figure  C2-B 
distribution  data,  for  the.  susceptible  student  group  was  marked  by  a 
weighted  vomit  inuex  score  of  approximately  21.8.  As  indicated  in  Table 
VIII,  all  flight  indices  were  significantly  different  for  the  two  popu¬ 
lations.  In  the  case  of  the  laboratory  test  scores,  significant  differ¬ 
ences  were  found  for  the  BVDT  rater  score,  one  element  of  the  WIT 
dynamic  performance  test,  and  for  all  three  WIT  rating  scores. 

In  like  manner,  a  Kruskal-Wallis  one-way  analysis  of  variance  was 
applied  to  two  student  groups  distinguished  by  the  amount  of  inflight 
performance  degradation  experienced  as  a  result  of  airsickness.  As 
indicated  in  the  heading  of  Table  IX,  the  nonsusceptible  student  group 
was  defined  by  those  students  who  never  reported  the  incidence  of  per¬ 
formance  degradation.  This  group  represented  approximately  33  percent  of 
the  total  study  population.  The  susceptible  group  was  defined  by  those 
students  with  a  weighted  performance  degradation  index  (variable  8)  that 
equaled  or  exceeded  the  upper  decile  score  of  approximately  20.1  as 
derived  from  the  Figure  C3-B  distribution  data.  Significant  differences 
between  the  two  populations  were  found  for  all  flight  indices.  In  the 
case  of  the  laboratory  test  scores,  significant  differences  were  observed 
for  the  State/Anxiety  Test,  the  BVDT  rater  score,  two  elements  of  the 
WIT  dynamic  performance  test,  and  all  three  WIT  rating  scores. 


Table  X  presents  a  corresponding  analysis  based  upon  the  weighted 
nervousness  index  scores.  The  upper  decile  used  to  identify  the  highly 
nervous  population  was  marked  by  a  weighted  nervousness  index  score 
(variable  9)  of  approx 'mately  43.4  as  derived  from  the  Figure  C4-B 
distribution  data.  The  non-nervous  group,  i.e.,  the  students  who  reported 
they  never  experienced  nervousness  during  flight  training,  included  only 
7.1  percent  of  the  total  study  population.  In  this  analysis,  significant 
differences  between  the  two  populations  were  found  for  all  flight  indices 
except  the  medication  variable.  The  mean  values  for  the  unweighted  and 
weighted  airsickness,  vomit,  and  performance  degradation  due  to  airsick¬ 
ness  responses  were  consistently  higher  for  the  students  who  reported 
experiencing  the  greatest  degree  of  anxiety/nervousness.  This  applies 
also  to  the  instructor  ratings  of  the  same  airsickness-related  response 
variables.  Similar  results  (3)  were  observed  in  the  VT-10  population 
who  flew  the  old  syllabus.  For  the  laboratory  tests,  only  the  self¬ 
rating  and  post-rating  scores  of  the  WIT  provided  a  statistically 
significant  difference  at  the  .01  level  or  better  between  the  two  student 
groups.  (However,  several  other  test  scores  were  significantly  different 
at  the  .05  or  better  level.) 

In  Tables  VII  through  X,  the  classification  criteria  used  to 
define  the  susceptible  and  nonsusceptible  populations  were  based  upon 
flight  indices  derived  from  the  student  judgments  of  their  own  experiences. 
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Table  VIII 

Results  of  a  Kruska I -Wall  is  one-way  analysis  of  variance  comparison  of  students  who  never 
reported  vomiting  during  flight  training  with  students  who  reported  a  relatively  high  incidence 
of  vomiting.  The  non-vomit  group,  defined  as  those  students  with  a  weighted  vomit  index  (vari¬ 
able  7  from  the  s tudent  questionnaire  data)  equal  to  0.0,  represented  approximately  47  percent 
of  the  study  population.  The  vomit  group  was  defined  as  those  students  with  a  weighted  vomit 
index  equal  to  or  greater  than  21.8  which  marked  the  upper  decile  for  this  measure. 


RESPONSE  VARIABLE 
NO.  DESCRIPTION 


N0NV0HIT 


1  S-AIRSICKME8S  INDEX-UU 

2  S-VGHIT1NC  INDEX-UW 

3  S-P. DEGRADATION  INDEX-UW 

4  S-NERV0USNE8S  INDEX-UU 

5  S- NED  I C  AT  I  ON  INDEX-UU 

6  S- A IRSS  CKNESS  INDEX-W 

7  S-VQHIT1NC  1NDEX-U 

8  S-P. DEGRADATION  INDEX-W 
S'  S-NERV0USNE8S  INDEX-U 

18  S-NEDICAT10N  INDEX-U 

11  1-AIRSICKNESS  INDEX-UW 

12  I-VOHITING  INDEX-UW 

13  I-P. DEGRADATION  INDEX-UW 

14  1-NERVOUSNESS  INDEX-UW 

15  .'-TURBULENCE  INDEX-UU 
IS  I-AIRSICKNE8S  INDEX-U 

17  I-VGHITING  INDEl'-U 

18  I-P. DEGRADATION  INDEX-U 

19  I-NERV0USNE9S  INDEX-U 
28  I-TURBULENCE  INDEX-U 

23  THSG1-NS  HISTORY, PART  1 

24  THSQ2-MS  HISTORY, PART  2 
23  THSQ3-NS  HISTORY, SUN 

26  T8ANX-STATE/ANX.  QUEST. 

27  TTANX-TRAIT/ANX.  QUEST 

28  TB VDT-BVDT  TINE  OF  DAY 

29  TBVDR-BVDT  RATER 

38  TB VDS-8VDT  SELF-RATING 

31  TBVDP-B VDT  POST-RATING 

32  TVVSP1-VVIT  STATIC-RIGHT 

33  TV VSP2-VVI T  STATIC-WRONG 

34  TV VSP3- VVI T  STATI C-OHI T 
33  TVVDP1-VVI T  D YN AH  I C- R I GHT 

36  TVVDP2-VVIT  D YNAM I C-URONG 

37  TVVDP3-VVIT  DYNANIC-OHIT 

38  TVVIR-VVIT  RATER 

39  TVVIS-VVIT  SELF-RATING 
48  TVVIP-VVIT  POST-RATING 
41  TWIT-WIT  TINE  OF  DAY 
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Table  IX 


Results  of  a  Kruska 1-Wall is  one-way  analysis  of  variance  comparison  of  students  who  never 
reported  experiencing  performance  degradat ion  due  to  airsickness  with  students  who  reported  a 
relatively  high  incidence  of  performance  degradation.  The  non-affected  group,  defined  as  those 
students  with  a  weighted  performance  degradation  index  (variable  8  from  the  student  question¬ 
naire  data)  equal  to  0.0,  represented  approximately  33  percent  of  the  study  population.  The 
affected  group  was  defined  aa  those  students  with  a  weighted  performance  degradation  index  equal 
to  or  greater  than  20,1  which  murked  the  upper  decile  for  this  measure, 
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RESPONSE  VARIABLE 
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S- MED  I C  AT I  ON  INDEX-UW 

40.22* 

.  1 

1. 3 

.  1 

120 

9,  9 

17.  4 

2  .  9 

37 

6 

S- A  IRSI C KNESS  INDEX-W 

83. 08* 

3.3 

6.  2 

.  6 

128 

33.  1 

12  .  8 

2.  1 

37 

7 

S-V0H1TINC  INDEX-W 

123. 81* 

.  5 

3.  2 

.  3 

128 

20.  8 

13.6 

2.6 

37 

8 

S-P . DEGRADATION  INDEX-W 

132. 34* 

.  0 

.  0 

.  8 

120 

38.  1 

10.  1 

1  .  7 

37 

9 

S-NERVOUSNESS  INDEX-W 

37.71* 

17,0 

16.  4 

1  .  5 

120 

33.  7 

12.  6 

2.  1 

37 

10 

S- MEDICATION  INDEX-W 

48 . 22* 

.  1 

1.  5 

.  1 

128 

9.  9 

17.4 

2.9 

37 

1  1 

1-AIRSICKNESS  INDEX-UW 

94. 25* 

4  .  1 

9,  9 

,  0 

1  19 

49.  9 

21  .  3 

3.6 

36 

12 

I-V0H1TING  INDEX-UW 

1  15. 97* 

1  .  4 

6.  8 

.  6 

1  19 

43.  6 

23.  1 

3.9 

36 

13 

I-P, DEGRADATION  INDEX-UW 

112.08* 

1  .  9 

6.  3 

,  6 

1  19 

39.  6 

19.  3 

3.2 

36 

14 

1-NERVOUSNESS  INDEX-UW 

32. S3* 

23.7 

18.  2 

1  .  7 

1  19 

51.0 

23.2 

4  .  2 

36 

13 

I- TURBULENCE  INDEX-UU 

28.81* 

21.3 

16.  1 

1 . 5 

119 

43.  4 

22.  8 

3.8 

36 

16 

1-AIRSICKNESS  INDEX-W 

98 . 33* 

1  .  3 

3,  7 

.  3 

1  19 

27.  3 

14  0 

2.  3 

36 

1? 

l-VOHITINC  INDEX-U 

117.67* 

.  6 

3.  2 

.  3 

1  19 

26.  4 

14.3 

2.4 

36 

IS 

I-P. DEGRADATION  INDEX-W 

1 12. 95* 

.  7 

2.  4 

.  2 

119 

17.  9 

18.  1 

1  .  7 

36 

19 

I-NERVOUSNESS  INDEX-U 

35. 35* 

8 . 9 

7.  7 

.  7 

1  19 

19,  8 

9.9 

1 . 6 

36 

20 

I- TURBULENCE  1HDEX-W 

27. 34* 

10.7 

8.  8 

.  7 

1  19 

22.  3 

12. 9 

2.2 

36 

23 

TNSQ1-NS  HISTORY, PART  1 

3.12 

5.9 

9.  3 

.  .  3 

31 

13,  2 

13.  1 

3.9 

15 

24 

TH802-NS  HISTORY, PART  2 

2.  82 

S.0 

7,  1 

1  .  0 

51 

18.  1 

10.2 

2.6 

13 

23 

THS03-NS  HISTORY, SUN 

b.  46 

10.9 

13.  6 

1  .  9 

51 

23,  3 

22  .  7 

3.9 

15 

26 

TSA NX “STATE/A  NX. 0UEST, 

3.  27# 

27.3 

6.  3 

.  9 

31 

34.  1 

9.  0 

2.  3 

15 

2? 

TTANX-TRAIT/ANX. QUEST. 

3.  14 

26.8 

6.  1 

.  9 

51 

29,  3 

3.6 

1  .  4 

15 

28 

T8VDT-BVDT  TIME  OF  DAY 

.  47 

8 . 8 

.  8 

.  1 

51 

9.  0 

1  .  0 

.  2 

15 

29 

TBVDR-BVDT  RATER 

7.  86# 

12.7 

4.  4 

.  6 

51 

1  7,  0 

6 . 6 

1  .  7 

15 

30 

TBVD8-8VDT  SELF-RATINC 

4  .  68 

11.6 

3.  8 

.  0 

31 

13.  7 

6  .  7 

1  .  7 

15 

31 

TBVDP-BVDT  POST-RATING 

4  .  33 

1  .  6 

3.  4 

.  3 

50 

5.  1 

7  9 

2  .  0 

15 

32 

TW6P1-WIT  STATIC-RIGHT 

.  02 

122.  1 

6.  2 

.  9 

51 

122.  9 

•>.  6 

.  9 

15 

33 

TVVSP2-VVIT  STATIC-WRONG 

1.03 

3 . 2 

4.  4 

.  6 

31 

3.  7 

2. 6 

.  7 

13 

34 

TV VSP3- VVI T  STATIC-OMIT 

.  92 

1  ,  7 

2.  6 

.  4 

31 

2.  5 

3.8 

.  8 

15 

33 

TVVDP1-VV1T  DYNAMIC-RIGHT 

11.49* 

92.8 

28.  0 

3.9 

51 

56,  3 

34.  7 

9.8 

15 

36 

TVVDP2- VVI T  DYHAM I C-WRQHG 

1  .  32 

10.1 

7.  4 

1 . 0 

31 

7.  6 

6. 9 

1  .  8 

15 

3? 

TVVDP3- VVI T  DYN AM  1 C-OM I T 

12.02* 

26.9 

27.  7 

3.9 

51 

64. 9 

38. 9 

18.  1 

15 

38 

TVV1R-VVIT  RATER 

17.45* 

12.2 

3,  3 

.  7 

51 

28.0 

6.3 

1  .  7 

15 

39 

TVVI8-VVIT  SELF -RAT  I HG 

7  .  83# 

11.3 

6.  8 

.  8 

31 

16.  1 

6. 3 

1  .  6 

15 

40 

TVVIP-VVIT  P03T-R AT I HG 

9.  78# 

6 . 6 

23.  7 

3.  6 

51 

1  3.  3 

19.0 

4  .  9 

15 

41 

TWIT -  WIT  TIME  OF  DAY 

1  .  32 

9.9 

1.  1 

.  2 

31 

10.  2 

1  .  1 

.  3 

15 

8  -  STUDENT  RESPONSE  DAT  ft 
!  -  INSTRUCTOR  RESPONSE  DATA 

#  -  SIGNIFICANT  BEYOND  THE  ,01  LEVEL 

♦  *  SIGNIFICANT  BEYOND  THE  ,061  LEVEL 


UU  *  UNWEIGHTED  RESPONSE  INDEX 
U  -  WEIGHTED  RESPONSE  INDEX 


Table  X 


Results  of  a  Kruska  1-Wall  is  one-way  analysis  of  viriance  comparison  of  students  who  never 
reported  experiencing  nervousness  before  or  during  n  flight  with  students  who  reported  a  rela¬ 
tively  high  incidence  of  nervousness.  The  non-norvous  group,  defined  as  those  students  witli  a 
weighted  nervousness  index  (variable  9  from  the  student  questionnaire  data)  equal  to  0.0,  repre¬ 
sented  approximately  7  percent  of  the  study  population.  The  nervous  group  was  defined  us  those 
students  with  a  weighted  nervousness  index  equal  to  or  greater  than  A3,'1  which  marked  the  upper 
decile  for  this  measure. 


NO 

RESPONSE  VARIABLE 
DESCRIPTION 

H 

STATISTIC 

| 

MEAN 

NONHERVOUS 

S  .  DEV.  S . ERR 

.  N 

NEAN 

NERVOUS 

S  .  DEV.  S  .  ERR 

N 

1 

S-AIRSICKMESS  1NDEX-UU 

2C.11+ 

19.6 

13.  4 

2.6 

26 

4  5.7 

26  .  4 

4 . 3 

35 

2 

S-VOHITINC  INDEX-UU 

19.85* 

3  .  8 

6,  3 

1  .  3 

26 

23.  3 

23.  9 

4.2 

33 

3 

S-P. DEGRADATION  1NDEX-UW 

21 . 49* 

4.2 

7.  8 

1  .  3 

26 

32.  1 

26.  7 

4.3 

33 

4 

S-NERVOUSNESS  1NDEX-UW 

49,99* 

.  8 

.  8 

,  0 

26 

93.  4 

8  .  4 

1  .  4 

33 

5 

S-MEDICATION  1NDEX-UW 

3,12 

.  fl 

.  a 

.  0 

26 

2.  6 

8.  1 

1  .  4 

35 

6 

S-AIRSICKNESS  INDEX-W 

2B. 16* 

4.2 

3.  6 

1  .  1 

26 

23.  9 

14.7 

2.5 

35 

7 

S-VOHITINC  INDEX-U 

10,64# 

2. 8 

4.  3 

9 

26 

13.  8 

14  .  9 

2.3 

33 

8 

S-P. DEGRADATION  INDEX-W 

21 . 54* 

1  .  9 

3.  7 

,  7 

26 

16.  3 

14,  4 

2.4 

35 

9 

S-NERVOUSHESS  INDEX-W 

47.88* 

.  9 

.  8 

.  9 

26 

54.  1 

10  .  8 

1  .  8 

33 

19 

S-NEDICATION  INDEX-W 

3.12 

.  8 

.  8 

.  8 

26 

2.  6 

8.  1 

1  .  4 

35 

1  1 

1-AIRSICKNESS  INDEX-UU 

16.54* 

6.  4 

9,  1 

1 . 8 

26 

26.  9 

22.  4 

3.8 

35 

1  2 

I-VOHITINC  INDEX-UU 

9.69# 

3. 8 

6.  6 

1  .  3 

26 

21.6 

23  .  S 

4. 9 

33 

13 

I-P. DEGRADATION  INDEX-UU 

17.21* 

2  ,  8 

3.  9 

1 . 2 

26 

29.  1 

19.  1 

3.2 

33 

14 

I-NERVOUSNESS  INDEX-UU 

29.87* 

14.6 

13.  2 

2.6 

26 

48.  8 

23  .  3 

3,9 

33 

15 

I  -  TURBULENCE  INDEX-  UU 

11.94* 

19.3 

15.  1 

3  8 

26 

33  1 

16. 5 

2.8 

33 

16 

1-AIRSICKNESS  1IDEX-U 

17.89* 

2.  3 

3.  7 

.  7 

26 

13.  2 

11.9 

1  .  9 

33 

17 

I-VOHITING  INDEX-U 

9 . 45# 

1  .  9 

4.  3 

.  8 

26 

12.  1 

14.  8 

2.  4 

35 

18 

I-P. DEGRADATION  IMDEX-U 

17.41* 

1.2 

2.  3 

.  5 

26 

9.  1 

9.  8 

1 . 5 

33 

19 

I-NERVOUSNESS  INDEX-U 

32 . 66* 

3.  1 

3,  8 

1 . 8 

26 

19.  6 

9.  9 

1  .  7 

33 

29 

1-TURBULENCE  INDEX-U 

9.35# 

19.3 

8.  3 

1.  7 

26 

17.  3 

9. 9 

1  .  7 

33 

23 

TNSQ1-NS  HISTORY, PART  1 

1.31 

3.6 

3.  9 

1 . 9 

7 

13,  5 

16.  1 

4.5 

13 

24 

THSCI2-HS  HISTORY,  PART  2 

6.24 

.  3 

1.  3 

.  3 

7 

8.  9 

8.  7 

2.4 

13 

23 

THSQ3-HS  HISTORY, SUH 

3.93 

4.  t 

3.  8 

2.2 

7 

22.  4 

23.  6 

6.5 

13 

26 

TSANX-STATE/ANX.  QUEST. 

2.46 

27 . 8 

3.  7 

2.2 

7 

32.  2 

9.  7 

2.8 

12 

27 

TTANX-TRAIT'ANX. QUEST. 

3  .  52 

24.9 

2.  3 

.  9 

7 

28.  1 

5.4 

1 . 6 

12 

28 

TBVDT-BVUT  T I  HE  OF  DAY 

.  99 

9.  1 

.  8 

.  3 

7 

9.  5 

1 . 8 

,  3 

13 

29 

TPVDR-BVDT  RATER 

.57 

118 

1  .  4 

,  5 

7 

13.  2 

7.  9 

2.2 

13 

39 

T8VDE-BVDT  SELF-RATING 

,  16 

13.  1 

6.  4 

2.  4 

7 

14.  1 

5.  8 

1 . 6 

13 

3  1 

TBVDP-BVDT  POST-RATING 

2  ,  69 

.  6 

1.  1 

.  4 

7 

4.  1 

3.  6 

1 . 6 

13 

32 

TVVSF't-VVIT  SYATIC-RICHT 

.  31 

123.7 

2.  9 

1  .  1 

7 

122.  3 

4  .  1 

1 . 2 

12 

33 

TVVSP2-VVIT  STATIC-WRONG 

.48 

4.9 

2.  7 

1  .  8 

7 

4.  8 

2.  3 

.  7 

12 

34 

TV VSP3- VVI T  8TATIC-0MIT 

3  .  64 

.  4 

1  .  1 

.  4 

7 

2.  5 

2  .  5 

,  7 

12 

33 

TVVDPl-VVH  DYNAH1C-RIGHT 

.  18 

83.1 

39,  1 

11.4 

7 

78.  8 

33  .  8 

9.8 

12 

36 

TVVDP2- VVI T  DYNAHIC-URONG 

2  ,  39 

13.9 

7.  7 

2,9 

7 

7,  7 

5.6 

1 . 6 

12 

37 

TVVDPJ-VVIT  DYNAHIC-OHIT 

.32 

32.9 

24.  4 

9.2 

7 

43.  3 

36.  7 

19.6 

12 

38 

TV  V  IR-VV  IT  RATER 

5.  23 

11.1 

1.  6 

.  6 

7 

16.  4 

6.  7 

1 . 9 

12 

39 

TVVIS-VVIT  8  EuF -R AT  I NC 

7.37# 

8.6 

3,  5 

1  .  3 

7 

17,  5 

5,  7 

1  .  6 

12 

49 

TVVIP-VVIT  POST-RATING 

7.  38# 

.  4 

.  3 

.  2 

7 

13.  7 

19.9 

3.3 

12 

41 

TWIT-WIT  T  1  HE  OF  DAY 

.  89 

19.9 

1  .  3 

.  5 

7 

19.  1 

1  .  1 

.  3 

12 

8  -  STUDENT  RESPONSE  CATS 
I  -  INSTRUCTOR  RESPONSE  DATA 

#  ■  SIGNIFICANT  BEYOND  THE  .81  LEVEl 

*  «  SIGNIFICANT  BEYOND  THE  .001  LEVEL 


UU  -  UNWEIGHTED  RESPONSE  INDEX 
U  «  WEIGHTED  RESPONSE  INDEX 
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It  should  be  recognized  that  the  classification  criteria  could  also  be 
derived  from  the  instructor  judgments  of  student  flight  performance. 

This  is  demonstrated  by  Table  XI  which  is  identical  to  Table  VII,  with 
the  exception  that  the  airsick  and  nonairsick  populations  are  defined  by 
the  instructor-based  weighted  airsickness  index  (variable  16)  instead  of 
the  corresponding  student-based  index  (variable  6) .  With  this  instructor- 
based  airsickness  index,  the  highly  susceptible  (upper  decile)  population 
was  defined  as  those  students  who  had  a  weighted  airsickness  index  equal 
to  or  greater  than  20.3  as  derived  from  the  Figure  Cl-D  distribution 
data.  The  low  susceptibility  group  for  the  instructor-based  population 
subdivision  (students  judged  by  the  instructors  to  have  never  experienced 
airsickness  during  training)  included  approximately  32  percent  of  the 
squadron  population.  It  should  be  noted  that  the  nonairsick  student 
group  defined  by  the  students  proper  included  only  19  percent  of  the 
population,  again  reflecting  the  general  underestimation  of  airsickness 
by  the  instructors.  Examination  of  Table  XI  indicates  that  all  20 
flight  indices  are  significantly  different,  which  is  in  agreement  with 
the  student-based  analysis  presented  in  Table  VII.  However,  only  two  of 
the  laboratory  tests  showed  significant  differences  at  the  .01  level  or 
better;  1.3.,  the  BVDT  rater  and  WIT  rater  scores.  (Again,  several 
laboratory  tests  show  significant  differences  at  the  .05  level  or  better.) 

FLIGHT  AND  LABORATORY  DATA  CORRELATIONS 

As  with  the  previous  reports  in  the  longitudinal  study,  a  Spearman 
rank  correlation  analysis  corrected  for  tied  scores  was  applied  to  the 
flight  and  laboratory  test  score  data  to  gain  some  insight  into  relation¬ 
ships  that  may  exist  among  the  different  response  variables.  The  results 
of  this  analysis  are  presented  in  matrix  form  in  Table  XXI,  with  the 
total  number  of  data  pairs  associated  with  a  given  correlation  coefficient 
within  this  matrix  tabulated  in  similar  form  in  Table  XIII.  Table  XII 
also  lists  the  unity  value  correlation  of  a  variable  with  Itself  so  as 
to  establish  the  total  number  of  observations  available  for  analysis. 

To  establish  the  statistical  significance  of  the  rank  correlation  coef¬ 
ficients,  a  t  statistic  was  calculated  for  each  relationship  and  a 
standard  two-tailed  student  t-test  table  evaluation  performed.  Those 
correlations  which  the  b-teat  evaluation  Identified  as  being  statisti¬ 
cally  significant  at  the  .01  and  .001  levels  or  greater  are  Identified 
accordingly  in  Table  XII.  To  facilitate  the  general  interpretation  of 
the  relative  strength  of  relationship  described  by  the  magnitude  of  the 
correlations,  the  definitions  of  Guilford  (ref.  1,  p.  145)  as  described 
below  will  be  arbitrarily  adopted  for  discussion: 

Less  than  .20  Slight;  almost  negligible  relationship 

.20-. 40  Low  correlation;  definite  but  small  relation¬ 
ship 

.40-. 70  Moderate  correlation;  substantial  relation¬ 
ship 

.70-. 90  High  correlations;  marked  relationship 
.90-1.00  Very  high  correlations;  very  dependable 
relationship. 
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Table  XI 


Results  of  a  Kruskai-Wallis  one-way  analysis  of  variance  comparison  of  students  identified  by 
the  flight  instructors  as  never  being  airsick  with  students  identified  by  the  instructors  as 
having  a  relatively  high  incidence  of  airsickness  (see  Table  VII  for  an  equivalent  comparison 
based  upon  student  judgments).  The  non-airsick  group,  defined  as  those  students  with  a  weighted 
airsickness  index  (variable  ljj  from  the  Instructor  questionnaire  data)  equal  to  0.0,  represented 
approximately  32  percent  of  the  total  study  population.  The  airsick  group  was  defined  as  those 
students  with  a  weighted  airsickness  index  equal  to  or  greater  than  20.3  which  marked  the  upper 
decile  for  this  measure. 


RESPONSE  VARIABLE 


HONAIRSICK 


AIRSICK 


NO. 

DESCRIPTION 

STATISTIC 

MEAN 

S  .  DE  V. 

S.  ERR 

N 

MEAN 

S. DEV. 

8. ERR. 

H  1 

1 

S- A IRSI CKNE8 S  INDEX-UW 

81.68* 

8.  7 

16.  8 

t  .  3 

117 

62.  8 

18. 5 

3.  1 

36  1 

2 

S-VONITING  INDEX-UW 

148.44* 

.  a 

.  8 

.  8 

1  1  7 

32.  3 

21 . 3 

3.5 

36  1 

3 

S-P. DEGRADATION  INDEX-UU 

94.26* 

3.8 

6.  8 

.  6 

117 

58.  9 

22. 8 

3.8 

36  | 

4 

S-NEKV0USNE8S  INDEX-UW 

21.03* 

48.  S 

32,  3 

3,8 

117 

78.  6 

28. 9 

4 . 8 

36  J 

5 

S-NEDICATION  INDEX-UU 

40 . 83* 

.  2 

2.  3 

.  2 

117 

11.9 

19.9 

3.3 

36  | 

6 

S- AIRSICKNESS  INDEX-W 

86.84* 

3,  1 

5.  6 

.  3 

117 

34.  2 

12. 9 

2.  1 

36 

36  4 

? 

S-VONITING  INDEX-W 

148 . 45* 

.  8 

.  8 

.  8 

1  1  7 

32.  1 

13.6 

2.  3 

8 

S-P. DEGRADATION  INDEX-W 

93  ,  23* 

1.  1 

2.  6 

.  2 

117 

24.  9 

12.6 

2.  1 

36  J 

9 

S-NERVOUSNESS  INDEX-W 

21.81* 

17.3 

16.7 

1 . 5 

117 

31.6 

13.6 

2.6 

36  \ 

10 

S-NEDICATION  INDEX-W 

48. 83* 

.  2 

2.  3 

.  2 

1  17 

11.9 

19. 9 

3.  3 

1  1 

1-AIRSICKNESS  INDEX-UU 

158 . 29* 

.  0 

.  8 

.  8 

118 

56.  7 

18.  e 

3.8 

37  J 

12 

I-VOHITING  INDEX-UW 

158.29* 

.  8 

.  8 

.  8 

1  18 

51.6 

19.4 

3.2 

3?  ( 

1  3 

1-P. DEGRADATION  INDEX-UW 

136.77* 

.  5 

2.  4 

.  2 

118 

43.  3 

18.7 

3.  1 

14 

I-NERVOUSNESS  INDEX-UW 

38,86* 

21.8 

16.3 

1 . 5 

118 

34.  3 

28. 3 

4.7 

37  j 

13 

1-TURBULENCE  INDEX-UW 

43 . 80* 

17.3 

13.  1 

1 . 2 

118 

43.  4 

23. 2 

4.  1 

37  | 

16 

I -  A IRSI CKNES  S  INDEX-W 

ise. 27* 

.  0 

.  8 

.  8 

118 

31.1 

11.4 

1  .  9 

37  "3 

1  7 

I  -  VON  I T I NG  INDEX-W 

138.28* 

.  8 

.  8 

.  0 

1  18 

31.  1 

11.1 

1.8 

37  ?jj 

18 

I-P. DEGRADATION  INDEX-W 

136.96* 

.  2 

.  9 

.  1 

1  18 

20.  0 

9. 8 

1 . 6 

37  i 

19 

1-NERVOUSNESS  INDEX-W 

35.43* 

8. 1 

6.  7 

.  6 

1  18 

28.  3 

11.3 

1.9 

37  A 

20 

I-TURBULEi  'r.  INDEX-W 

38.74* 

9.  0 

7.  8 

.  6 

118 

22.  9 

14.  1 

2.3 

37  % 

23 

THSQ1-MS  HISTORY, PART  1 

2.78 

6.0 

9.3 

1  .  3 

53 

12.  5 

15.6 

3.2 

9  J 

24 

TNS02-HS  HISTORY, PART  2 

.21 

5.4 

7.  6 

1  .  1 

53 

6.  9 

9.3 

3.  1 

9  f 

25 

THS03-MS  HISTORY, SUN 

1  .  63 

11.4 

14.  4 

2.8 

53 

19.  4 

23.  9 

8.8 

9 

26 

TSANX-STATE/ANX. QUEST. 

2.98 

27.9 

6.  6 

.  9 

33 

32.  7 

8.  1 

2.7 

9 

27 

TTANX-TRAIT/ANX. GUEST. 

1  .97 

27.5 

7.  8 

1 . 8 

53 

38.  1 

5. 7 

1 . 9 

9  3 

28 

TBVDT-BVDT  TIME  OF  DAY 

.  07 

8.8 

.  8 

.  1 

53 

8.  7 

.  6 

.  2 

9  1 

29 

T8 VDR-BVDT  RATER 

9.531 

12,3 

4.  3 

.  6 

53 

17.  8 

4.  2 

1  .  4 

9  '  'I 

38 

TB VD8-8VDT  SELF-RATING 

.  36 

11.0 

4.  9 

.  7 

53 

12.3 

6.  1 

2.0 

9 

3  1 

TB VDP-BVDT  POST-RATING 

1  .48 

1  .  5 

3.  4 

.  5 

51 

1.  7 

2. 2 

7 

»  • 

32 

TVVSP1-VVIT  STATIC-RIGHT 

.  25 

122.5 

5.  8 

.  6 

53 

122.  8 

3. 2 

1  .  1 

9  •• i 

33 

TVVSP2-VVIT  STATIC-WRONG 

.  80 

4  .  9 

4.4 

.  6 

53 

4.  3 

2. 8 

.  9 

9  -J 

34 

TVVSP3-VVIT  STATIC-OMIT 

.  12 

1  .  6 

2.  1 

.  3 

53 

1.  9 

2.  4 

.  8 

9  i 

33 

TVVDP1-VVIT  DYNAHIC-RIGHT 

4 . 78 

89.7 

27.  4 

3.8 

53 

65.  1 

29.  3 

9.8 

9  "  j 

36 

TVVDP2-VVIT  DYNAHIC-WROMG 

.  82 

9.5 

5.  8 

.  8 

33 

18.  6 

8. 7 

2.9 

9  ! 

37 

TVVDP3-VVIT  DYHAHIC-ONIT 

3.89 

29.8 

27.  2 

3.7 

53 

53.  3 

33.  1 

11.7 

9  (i 

38 

TVVIR-VVIT  RATER 

13.131 

11.7 

4.  3 

,  6 

53 

19,  1 

6.  1 

2.8 

9  ? 

39 

TV V  I8-VV I T  8ELF-RATI NG 

5.41 

18.9 

3.  5 

.  8 

53 

13.  4 

6.  e 

2.8 

9  -k 

48 

TVVIP-VVIT  POST-RATING 

3.14 

6.  5 

25.  2 

3.5 

53 

4.  6 

4. 3 

1  .  3 

9  .| 

9  d- 

41 

TWIT-WIT  TIME  OF  DAY 

.14 

9.9 

1  .  2 

.  2 

53 

18.  8 

.  7 

.  2 

S  »  STUDENT  RESPONSE  DATA 
I  «  INSTRUCTOR  RESPONSE  DATA 

•  -  SIGNIFICANT  BEYOND  THE  .81  LEVEL 

*  «  SIGNIFICANT  BEYOND  THE  .801  LEVEL 


UW  *  UNWEIGHTED  RESPONSE  INDEX 
W  »  WEIGHTED  RESPONSE  INDEX 


«-:  ,V-  Ofl'fly  BW^M/VrrSTl-'STFlVi'A'-y-*'-’-  »•■ 


Correlation  matrix  for  the  Squadron  VT-10  fllf 


RESPONSE  VARIABLE 
NO.  DESCRIPTION 


l 


10 


1 1 1 


"fo- 

«!i- 

iii’; 


30 

««! 


1  S-AIRSICKNESS  INDEX-UW  ’..00 

2  S-VOM.TING  INDEX-UW  .70*1.80 

3  S-P  DEGRADATION  INDEX-UW  .77*  .75*1.00 

\  S-NERVOUSNESS  INDEX-UW  .39*  .26*  .34*1.30 

5  S-HEDICAT10M  InDEX-UW  .23*  .36*  .30*  .39  1.30 

6  S-AIRSICKNESS  INDEX-W  .96*  .75*  .81*  .40*  .29*1.30 

7  S-VOHITING  INDEX-U  .69*  .99*  .75*  .26*  .39*  .75*1.30 

8  S-P . DEGRADATION  INDEX-W  .75*  .77*  .97*  .35*  .32*  .82*  .78*1.00 

9  S-NERVOUSNESS  INDEX-W  .39*  .26*  .35*  .97*  .10  .41*  .27*  .37*1.00 

10  S-KED ICAT1  ON  INDEX-W  .23*  .36*  .38*  09  1.08  .29*  .39*  .32*  .10  1.00 

11  I-AIRSICKNESS  INDEX-UW  .79*  .84*  .76*  .27*  .32*  .82*  .83*  .76*  .28*  .32*1 

12  I-VOM IT  I NG  INDEX-UW  .71  *  .94*  .74*  .24*  .36*  .75*  .94*  .76*  .25*  .36* 

13  I-P .  DEGRADATION  INDEX-UW  .71*  .82*  .75*  .27*  .35*  .76*  .82*  .77*  .28*  .35* 

14  I -NER VOUSNEPS  INDEX-UW  .39*  .35*  .37*  .53*  .13#  .41*  .35*  .78*  .52*  .13# 

15  I-TURBULEMCE  INDEX-UW  .39*  .43*  .31*  .21*  .22*  .42*  ,41*  .32*  .22*  .22* 

16  1  AIRSICKNESS  INDEX-W  .78*  .86*  .77*  .28*  .35*  .83*  .87*  .79*  .29*  .35* 

17  I-VOM  IT  I  NG  INDEX-W  .73*  .94*  .74*  .24*  .39*  .76*  .95*  .77*  .25*  .39* 

10  I-P.  DEGRADATION  INDEX-*;  .  7*  *  .82*  .74*  .26*  .36*  .78*  .83*  .78*  .28*  .36* 

19  I  -  N  Ef!  VO  U  SN  ES  S  INDEX-W  .38*  .35*  .38+  .55*  .12  .41  *  ,35*  .39*  .55*  .12 

I-TURBULENCE  INDEX-U  .34*  .37*  .38*  .171  .  20  +  .38*  .39*  .33*  .13*  .23* 

23  TMSG1-MS  HISTORY, PART  1  .22#  .18  .18  .13  .17  .23#  .17  .14  .11  .17 

24  TMSG2 -MS  HISTORY, PART  2  .26*  .28#  .16  .211  .28#  .24#  .18  .13  .20#  .20# 

25  TMSG3-MS  HISTORY, SUM  .29*  .22#  ,19*  .21#  .22#  .27*  .20#  .16  .23#  .22# 

26  TSANX-STATE/ANX. QUEST.  .25*  .24#  .28*  .17  .16  .25*  .22#  .31*  .19  .16 

27  TTANX-TRAIT/ANX. QUEST.  .18  .18  .18  .28*-. 33  .16  .37  .18  .28*-. 33 

28  TBVDT-BVDT  TIME  OF  DAY  .35  .38  .86  -.06  -.01  .07  .00  .06  -.84  -.01 

29  TBVDR-BVDT  RATER  .21#  .25*  .24#  .16  .09  .23#  .24#  .26*  .17  .39 

33  TEVDS-BVDT  SELF-RATiNG  .241  .15  .16  .12  .39  .24#  .17  .22#  .13  .09 

31  T3VDP-BVDT  POST-RATING  .28*  .28  ,18  .13  .02  .28*  .19  .21  #  .15  .82 

32  TVVSP1-VYIT  ST  A  T I C -R I G  ,1 T  -.01  -.18  -.02  -.04  -.09  -.93  -.18  -.01  -.86  -.09  - 

33  TV V SP 2- V Vi T  STATIC-WRONG  -.03  .11  -.06  -.03  31  -.03  .11  -.07  -.03  .31 

34  TVVSP3- VVI T  STATIC-OHIT  .05  .15  .12  .09  .06  .88  .15  .11  .13  .36 

35  TVVBPi-VVIT  DYNAMIC-RIGHT  -.14  - .  26  * - .  24 1 - . 03  -.87  -.17  -  .  25*- .  28*- . 05  -.07  - 

36  TVVUP2-VVIT  D  YN  AN  I  C  -  UR  0  NG  -.83  .85  .83  .03  -.10  -.83  .05  .08  .05  -.18  - 

3?  TV VDP3- VVI T  DYNAMIC-OMIT  .15  .25*  .231  .03  .07  .17  .25*  .27*  .05  .87 

38  TV  V I R -V V I T  RATER  .34*  .35*  .39*  .09  .15  .40*  .36*  .43*  .89  .15 

39  TVVIS-VVIT  SELF-RATING  .33*  ,33*  .33*  .17  .17  .38*  .35*  .37*  .19  .17 

40  TVVIP-VVIT  POST-RATING  .24#  .17  .24#  .21#  20#  .29*  .19  .27*  .22#  .20# 

41  TWIT-WIT  TIME  OF  DA/  .04  -.81  .84  .01  .01  .07  .08  ,08  .01  .01 


«11 

i7i 

98# 

85# 

8?i 

41# 

441 

171 

191 

281 

2«  I 

15 1 
85 1 
28^ 
21|‘ 


m 

04l 
08 1 
221 
81 1 
224 

33  i 
22 
0  7  i 


S  ~  STUDENT  RESPONSE  DATA 
I  a  INSTRUCTOR  RESPONSE  DATA 

#  S  SIGNIFICANT  BEYOND  THE  .01  LEVEL 

*  -  SIGNIFICANT  BEYOND  THE  .801  LEVEL 


UW  =  UNWEIGHTED  RESPONSE  INDEX 
U  =  WEIGHTED  RESPONSE  INDEX 


, .  jkh  aa lagfi&mwft 
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Table  XII 


;  I? 

juadron  VT-10  flight  and  laboratory  data  based  upon  the  Spearman  rank  correlation  coefficient  adjusted  for  tiedj 


1 

:A 


RESPONSE  VARIABLE  1 

1  9  10  11  12  13  14  15  16  17  18  19  28  23  24  25  26  27  28  2^ 


f 

iV- 

|  88 

.  la  i .  ea 


i'  28* 

.  32*1 

.  00 

i.  25* 

.  36* 

.  86*1 

.  00 

1  28* 

.  35* 

.  88* 

.  83*1 

.  80 

1.52* 

.  13# 

.  41* 

.  36* 

.  44*1 . 

88 

%  22  * 

.  22* 

.  47* 

.  43* 

.  45*  . 

28*1 

I  29  * 

.  35* 

.  98* 

.  88* 

.  89*  . 

42* 

K  25  * 

.  39* 

.  85* 

.  98* 

.  83*  . 

36* 

ll  28  * 

.  36* 

.  87* 

.  83* 

.  98*  . 

42* 

t  55  * 

.  12 

.  41  * 

.  35* 

.  44*  . 

97* 

|  18* 

.  28* 

.  44* 

.  48* 

.46*  . 

23* 

11 

.  17 

.  17 

.  18 

.  13  . 

16  - 

|i  28# 

.  28# 

.  19 

.  17 

,  15 

16  - 

1  28 1 

.  22# 

.  28# 

.  21# 

.  17  . 

19  - 

|  19 

.  16 

,  26* 

.  21# 

22#  . 

14 

1:28*- 

.  83 

.  15 

.  88 

.  10  . 

14 

184  - 

.  81 

.  85  - 

03 

,82  -  . 

07 

1 17 

.  89 

.  28* 

29* 

27*  . 

18 

I  13 

.  89 

.  21# 

,  19 

.  J  7 

13 

I  15 

.  02 

.  27* 

20# 

24#  . 

17 

1 86  - 

.  05  - 

09  - 

17  - 

18  -  . 

16 

|:  88 

.  01 

,  84 

.  11 

82 

13  - 

1  13 

.  06 

08 

14 

14 

12 

|;85  - 

.  87  - 

.  22#- 

22#- 

,  25*- . 

67  - 

fi  85  - 

.  18  - 

01 

00  - 

82  . 

00  - 

£85 

.  07 

22# 

22* 

24*  . 

88 

I  »9 

.  15 

,  43* 

36* 

,  41  *  . 

16 

l  19 

.  17 

33* 

29* 

31*  . 

18 

1 22# 

.  20# 

22# 

12 

20#  . 

14 

|81 

.  01 

07  -  . 

81 

06  -  . 

88 

86 


46*1 

.  08 

42* 

.  89*1 

08 

44* 

.  98* 

,  84*1 

00 

26* 

.  42* 

.  36* 

43*1  . 

80 

89* 

.  44* 

.  40* 

45*  . 

22*1 . 

00 

01 

.  19 

,  17 

15 

19 

82 

01 

.  28# 

.  16 

17  . 

16  -. 

81 

82 

.  22# 

,  20# 

19 

28#-. 

01 

15 

.  27* 

22# 

24#  . 

14 

16 

12 

.  13 

.  87 

89 

16 

08 

04 

.  05  - 

,  04 

82  -. 

85 

05 

07 

.  29* 

,  28* 

29*  . 

22#  . 

85 

11 

.  21# 

,  20# 

20#  . 

13 

13 

09 

.  26* 

.  20 

27*  . 

18  . 

11 

05  - 

.  10  - 

17  - 

13  -. 

19#  . 

03 

11 

.  84 

,  09 

06 

15  -. 

88 

85 

.  09 

,  15 

13 

15 

84 

09  - 

.  23#- 

.  22#- 

23#-. 

07  -. 

12 

02 

.  81 

,  62  - 

80 

02  -. 

84 

07 

.  22# 

.  22# 

23#  . 

08 

11 

25* 

.  43* 

,  37* 

41*  . 

16  . 

25* 

17 

.  34* 

32* 

34*  . 

19 

17 

11 

.  21# 

15 

22#  . 

15 

87 

83 

.  05 

82 

94  -. 

06 

08 

I 


00 

49*1 

85* 

00 

85*1 

00 

j 

15 

16 

18  1 

00 

1 

12 

15 

15 

54*1 

00 

1 

15  - 

05  - 

10 

07 

07  1 

08 

21 1- 

07 

12 

42* 

18  - 

02  l.| 

05 

01 

07 

49* 

24# 

01  .  i 

30* 

20# 

38* 

50* 

17  - 

01  .j 

81 

01 

82  - 

08  - 

82  - 

01  -.! 

03  - 

04  - 

06 

06  - 

81  - 

02  . 1 

03 

04 

01 

05 

05 

06  J 

01 

02  - 

00  - 

16  - 

65 

02  -  J 

03  - 

88  - 

18  - 

11  - 

05  - 

00 

81  - 

82 

01 

19 

04  - 

03  .  \ 

26#- 

86 

10 

31  * 

06  - 

08  J 

23# 

14 

23# 

34* 

17  - 

09 

27* 

19# 

28* 

36* 

27*- 

01  .j 

10  - 

05  - 

08 

83 

07 

45* 

^Icient  adjusted  for  tied  ranks. 


26  27  28  29  38  31  32  33  34  35  36  37  38  39  40  4> 


.  54*1 

.  00 

.  07 

.  87  1 

00 

.  42* 

.  18  - 

02  1 

00 

.  49* 

.  241 

01 

48*1 

08 

.  50* 

.  17  - 

01 

41  * 

61*1 

00 

-.  08  - 

.  02  - 

01  - 

04  - 

03 

01  1 

00 

.  06  - 

.  01  - 

02 

03 

00  - 

01  - 

92*1 

.  00 

.  85 

.  05 

06 

01  - 

82  - 

94  - 

71* 

42*1  . 

00 

-.  16  - 

.  05 

02  - 

221- 

17  - 

11 

18  - 

.  13  -. 

16  1 

.  80 

-.  11  - 

.  05  - 

00  - 

01  " 

09  * 

16  - 

31  * 

.  27  v  . 

28* 

03  1 

00 

.  19 

.  64  - 

03 

221 

18 

14  - 

12 

.  97 

11  - 

97*- 

2011 

.  90 

.  31  * 

.  06  - 

08 

4?  * 

42* 

38* 

00  - 

.  86 

.  04  - 

43*- 

14 

.  46*1 

.  90 

.  34* 

.  17  - 

09 

27* 

47  + 

37*- 

85  - 

.  01 

.  U'  - 

30*- 

08 

.  31  ♦ 

.  67*1 

.  36* 

.  27*- 

01 

28* 

35* 

38* 

04  - 

.  08  - 

.  0b  - 

18  - 

16 

.  18 

.  49* 

.  83 

.  87 

45* 

02 

14 

11 

09  - 

.  09  - 

.  06  * 

01  - 

85 

.01  -  , 

,  02  - 

80 

57*1 . 00 
05  .  06  1 . 00 


1  't>  _ 

. . . . 


Matrix  indicating  the  number! 


NO 

RESPONSE  VARIABLE 

DESCRIPTION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

18 

"1 

.3 

1 

S-AIRSI CKNESS  INDEX-UW 

366 

| 

2 

S-VQNITING  INDEX-UW 

366 

366 

; 

3 

S-P. DEGRADATION  INDEX-UW 

366 

366 

366 

4 

S-NERVOUSNESS  INDEX-UW 

366 

366 

366 

366 

5 

S-I1ED  IC  ATI  ON  INDEX-UW 

366 

366 

366 

366 

366 

\ 

6 

S-AIRSICKNESS  INDEX-W 

366 

366 

366 

366 

366 

366 

7 

S-VOMITING  INDEX-W 

366 

366 

366 

366 

366 

366 

366 

8 

S-P. DEGRADATION  INDEX-W 

366 

366 

366 

366 

366 

366 

366 

366 

J 

9 

S-NERVOUSNESS  INDEX-W 

366 

366 

366 

366 

366 

366 

366 

366 

366 

10 

S-NEDICATION  INDEX-W 

366 

366 

366 

366 

366 

366 

366 

366 

366 

366 

1  1 

I-AIRSICKNESS  INDEX-UW 

364 

364 

364 

364 

364 

364 

364 

364 

364 

364 

36 

12 

I-VOHITING  INDEX-UW 

364 

364 

364 

364 

364 

364 

364 

364 

364 

364 

36 

13 

I-P. DEGRADATION  INDEX-UW 

364 

364 

364 

364 

364 

364 

364 

364 

364 

364 

3«jj 

14 

I-NERVOUSNESS  INDEX-UW 

364 

364 

364 

364 

364 

364 

364 

364 

364 

364 

361 

15 

I-TURBULENCE  INDEX-UW 

364 

364 

364 

364 

364 

364 

364 

364 

364 

364 

361 

16 

I-AIRSICKNESS  INDEX-W 

364 

364 

364 

364 

364 

364 

364 

364 

364 

364 

36j 

1? 

I-VOHITING  INDEX-W 

364 

364 

364 

364 

364 

364 

364 

364 

364 

364 

361 

18 

I-P. DEGRADATION  INDEX-W 

364 

364 

364 

364 

364 

364 

364 

364 

364 

364 

361 

19 

I-NERVOUSNESS  INDEX-W 

364 

36* 

364 

364 

364 

364 

364 

364 

364 

364 

361 

28 

I-TURBULENCE  INDEX-W 

364 

364 

364 

364 

364 

364 

364 

364 

364 

364 

3  61 

23 

THSQt-MS  HISTORY, PART  1 

169 

169 

169 

169 

169 

169 

169 

169 

169 

169 

16! 

24 

TNSQ2-MS  HISTORY, PART  2 

169 

169 

169 

169 

1  69 

169 

169 

1  69 

169 

169 

16) 

25 

TMSQ3-MS  HISTORY, SUN 

169 

169 

169 

169 

169 

169 

169 

169 

169 

169 

16] 

26 

TSANX-STATE/ANX.  QUEST. 

167 

167 

167 

167 

167 

167 

167 

167 

167 

167 

16! 

2? 

TTANX-TRAIT'ANX. QUEST. 

167 

1  67 

167 

167 

1  67 

167 

167 

1  67 

167 

167 

16: 

28 

T8VDT-BVDT  TINE  OF  DAY 

1  69 

169 

169 

169 

169 

169 

169 

169 

169 

169 

161 

29 

TBVDR-BVPT  RATER 

1  69 

169 

169 

169 

1  69 

1  69 

169 

169 

169 

169 

16! 

38 

TBVDS-BVDT  SELF-RATING 

1  69 

1  69 

1  69 

169 

1  69 

1  69 

169 

169 

169 

169 

1 6j 

31 

TBVDP-BVDT  POST-RATING 

162 

162 

162 

162 

1  62 

162 

162 

162 

162 

162 

1 6j 

32 

TVVSP1-VVIT  STATIC-RIGHT 

169 

169 

169 

169 

169 

169 

169 

169 

169 

169 

161 

33 

TVVSP2-VVIT  STATIC-WRONG 

169 

169 

169 

169 

1  69 

169 

169 

169 

169 

169 

1  b| 

34 

TVVSP3-VVI T  STATIC-QHIT 

169 

169 

169 

169 

169 

169 

169 

169 

169 

169 

16! 

35 

TVVDPl-WIT  DYNAMIC-RIGHT 

169 

169 

169 

169 

1  69 

169 

169 

169 

169 

169 

1 61 

36 

TVVPP2- VVI T  DYNAMIC-WRONG 

169 

169 

169 

169 

1  69 

1  69 

169 

1  69 

169 

169 

16! 

37 

TV VBP 3- V V I T  DYNANIC-OMIT 

169 

169 

169 

169 

169 

1  69 

169 

169 

169 

169 

1  6! 

38 

TVVIR-VVIT  RATER 

169 

169 

169 

169 

169 

169 

169 

169 

169 

169 

16! 

39 

TVVIS-VVIT  SELF-RATING 

169 

169 

169 

169 

169 

1  69 

169 

1  69 

169 

169 

16! 

48 

TVVIP-VVIT  POST-RATING 

1  69 

169 

169 

169 

169 

169 

169 

1  69 

169 

169 

16| 

41 

TVVIT-VVIT  TINE  OF  DAY 

1  69 

169 

169 

169 

169 

1  69 

169 

169 

169 

169 

1 6] 
-  ~  mi 

S  »  STUDENT  RESPONSE  DATA 
I  -  INSTRUCTOR  RESPONSE  DATA 


UW  =  UNWEIGHTED  RESPONSE  INDEX 
W  »  WEIGHTED  RESPONSE  INDEX 
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Table  XIII 


the  number  of  data-pairs  used  in  the  calculation  of  the  Table  XII  Spearman  rank  correlation  coefficients. 


RESPONSE  VARIABLE 

I  10  11  12  13  14  15  16  17  18  19  20  23  24  25  26  27  28  29 


- 


i 

366 

\ 

364 

366 

1 

364 

366 

366 

1’ 

364 

366 

366 

366 

1 

364 

366 

366 

366 

366 

*; 

1 

364 

366 

366 

366 

366 

366 

\ 

364 

366 

366 

366 

366 

366 

366 

; 

\ 

364 

366 

366 

366 

366 

366 

366 

366 

1 

364 

366 

366 

366 

366 

366 

366 
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In  the  discussion  that  follows,  reference  generally  will  be  made  to  only 
those  rank  correlation  coefficients  that  are  statistically  significant 
to  the  .01  or  better  level. 

The  rank  correlation  coefficients  shown  in  Table  XII  for  the  flight 
indices  show  many  significant  intracorrelations  among  the  20  measures, 
as  would  be  expected.  These  intracorrelations  follow,  in  general,  those 
observed  with  the  previous  squadron  studies  (3-5).  In  brief,  high 
correlations  exist  between  the  unweighted  and  weighted  indices  for  both 
the  student-  and  instructor-based  judgments;  high  correlations  also 
exist  between  the  corresponding  student  and  instructor  response  indices 
for  the  airsickness,  vomit,  and  performance  degradation  measures;  the 
correlations  between  the  nervousness  variables  and  the  three  airsickness- 
related  variables  are  generally  in  the  low-to-moderate  range;  the  corre¬ 
lations  between  the  severity  of  airsickness  experienced  and  the  number 
of  times  vomiting  occurred  (e.g.,  between  variables  6  and  7  for  the 
student  data  and  variables  16  and  17  for  the  instructor  data)  are  in  the 
high  range;  and  the  _orrelations  between  the  instructor-based  turbulence 
measures  and  the  three  airsickness-related  measures  are  in  the  low-to- 
moderate  range,  with  the  turbulence  correlations  being  greatest  for  the. 
instructor-based  airsickness  measures. 

The  Table  XII  correlation  matrix  can  also  be  used  to  determine 
relationships  that  existed  between  the  flight  data  (variables  1  through 
20)  and  the  laboratory  teat  scores  (variables  23  through  41) .  Although 
full  evaluation  of  the  relative  merit  of  each  test  as  a  predictive 
measure  of  airsickness  susceptibility  must  await  completion  of  the 
entire  data  collection  phase  of  the  longitudinal  study,  a  few  pointB 
will  be  discussed  for  this  specific  squadron  population.  First,  for  the 
motion  sickness  case  history  data  (variables  23-25),  all  three  test 
scores  had  low  but  significant  correlations  with  the  unweighted  and 
weighted  student-based  airsickness  indices  (variables  1  and  6);  the  sum 
element  of  the  test  (variable  25)  was  also  correlated  in  the  low  range 
with  the  unweighted  student-based  vomit  and  performance  degradation 
measures,  the  student-based  weighted  vomit  measure,  and  with  the  unweighted 
arid  weighted  instructor-based  airsickness  and  vomit  measures;  low  correlations 
for  the  other  two  components  of  the  test  occurred  across  some  of  the 
same  airsickness-related  flight  indices,  but  not  to  the  extent  of  the 
sum  element.  For  the  BVDT,  all  three  rating  scores  (variables  29-31)  had 
low  but  significant  correlations  with  the  weighted  instructor-based 
performance  degradation  measure,  and  with  all  unweighted  and  weighted 
airsickness  indices  from  both  the  student  and  instructor  data;  the  BVDT 
rater  score  (variable  29)  was  similarly  correlated  with  all.  of  the  vomit 
and  performance  degradation  indices;  the  BVDT  self-rating  score  (variable 
30)  was  correlated  with  the  weighted  airsickness,  vomit,  and  performance 
measures  derived  from  the  instructor  data;  and  the  BVDT  post-rating 
score  (variable  31)  was  similarly  related  to  the  corresponding  unweighted 
instructor  indices.  In  the  case  of  the  WIT  (variables  38-40),  low  to 
moderate  correlations  were  noted  for  both  the  rater  and  self-rating 
tests  that  extended  across  all  of  the  airsickness,  vomiting,  and  performance 
degradation  measures  regardless  of  weight  or  student/instructor  origin; 
and  similar  correlations,  generally  of  lower  magnitude,  existed  between 
the  post-rating  score  and  several  of  the  airsickness-related  measures 

38 


described  above.  The  State/Anxiety  Test  (variable  26)  showed  low  but 
significant  correlations  with  all  of  the  airsickness-related  flight 
measures.  In  contrast,  the  Trait/Anxiety  Test  (variable  27)  did  not  show 
a  significant  relationship  with  any  of  the  flight  indices  excepting  the 
student-based  nervousness  indices.  Lastly,  of  the  static  and  dynamic 
performance  test  elements  of  the  WIT  (variables  32-37)  ,  only  two  of  the 
test  scores  (variables  35  and  37)  achieved  significant  correlations  with 
the  airsickness-related  flight  data, 

COMPARISON  OF  STUDENT  PERFORMANCE:  OLD  VERSUS  NEW  VT-10  FLIGHT  SYLLABUS 


The  first  report  (3)  of  the  longitudinal,  study  dealt  with  a  population 
of  VT-10  students  who  received  flight  training  in  an  18-hop  syllabus 
that  differed  considerably  from  the  20-hop  syllabus  flown  by  the  VT-10 
students  of  the  present  study.  In  the  interest  of  identifying  any 
differences  that  may  exist  between  the  flight  and  laboratory  test  data 
produced  by  the  two  populations,  the  Kruskal-Wallis  one-way  analysis  of 
variance  test  corrected  for  tied  scores  was  applied  to  the  related  data. 

The  test  results,  shown  in  Table  XIV,  indicate  significant  differences 
between  the  two  populations  for  all  of  the  flight  measures  with  the  one 
exception  of  the  medication  usage  variable.  For  all  of  the  airsickness- 
related  flight  measures  (i.e.,  variables  1-3,  6-9,  11-13,  and  16-18), 
the  mean  scores  received  by  the  VT-10  students  who  flew  the  new  syllabus 
were  higher  than  those  received  by  the  students  who  flew  the  old  syllabus. 
The  nervousness  and  turbulence  data  also  reflect  the  same  differences  in 
the  means  for  the  two  groups. 


This  higher  incidence  and  severity  of  airsickness  experienced  under 
the  new  syllabus  flight  conditions  could  be  attributed  to  several  factors 
acting  either  singly  or  in  combination.  The  most  obvious  factor  would 
be  the  change  in  the  flight  syllabus  proper,  with  the  new  syllabus  being 
longer  and  possibly  incorporating  a  more  provocative  series  of  motion- 
stress  hops.  Another  factor  might  be  deduced  from  the  turbulence  data 
of  Table  XIV  which  show  that  the  instructors  in  the  new  syllabus  program 
rated  roughness-of-air  at  a  higher  level  than  the  instructors  who  directed 
the  old  syllabus  program.  However,  as  has  been  emphasized  in  this 
report  and  the  previous  reports  of  the  series  (3-5),  this  questionnaire 
item  cannot  be  considered  to  describe  only  atmospheric  turbulence  or 
buffeting,  since  many  of  the  instructors  incorporated  their  estimate  of 
the  magnitude  of  the  flight  forces  produced  on  a  given  hop  into  their 
judgments  of  turbulence.  If  the  roughness-of-air  data  could  be  assumed 
to  be  consistently  related  to  the  magnitude  of  the  flight  forces  encoun¬ 
tered  during  training,  then  the  turbulence  variables  in  Table  XIV  would 
support  the  contention  that  the  higher  incidence  of  airsickness  in  the 
new  syllabus  program  was  due  in  great;  part  to  a  higher  motion  stress 
associated  with  the  syllabus  proper. 

However,  a  last  factor  that  could  contribute  to  the  observed  differ¬ 
ences  in  the  flight  indices  for  the  two  squadrons  would  involve  differences 
between  the  two  student  populations  relative  to  individual  susceptibility 
to  airsickness.  This  factor  would  be  reflected  by  differences  between 
the  laboratory  test  scores  listed  in  Table  XIV.  As  indicated  in  this 
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Table  XIV 


Results  of  a  Kruskal-Wal lis  one-way  analysis  of  variance  comparison  of  the  flight  and  labora¬ 
tory  data  collected  from  the  VT-10  student  population  who  flew  the  old  flight  syllabus  with 
the  same  form  of  data  collected  from  the  VT-10  population  who  flew  the  new  syllabus  associ¬ 
ated  with  tile  present  study, 


RESPONSE  VARIABLE 
NO.  DESCRIPTION 


H  VT18-0LD  SYLLABUS 

STATISTIC  MEAN  S.  DEV.  S. ERR.  N 


VT18-NEU  SYLLABUS 
HEAN  S . DEV.  S . ERR  N 


S- A  IRSI CKNESS  INDEX-UU  27.12*  18, a 

S-V0H1TINC  INDEX-UU  IB. BA*  7,8 

S-P. DEGRADATION  INDEX-UU  11.93*  12.1 

S-NERVOUSNESS  INDEX-UU  16,68*  48.1 

S- NED  1 C  A T I  ON  INDEX-UU  .59  3.5 

S-A1RSI CKNESS  1NDEX-U  23.99*  9.8 

S-V0MIT1NC  1NDEX-U  19.57*  4.2 

S-P. DEGRADAT ION  1NDEX-U  11.35*  6.0 

S-NERVOUSNESS  1NDEX-U  15.90*  17.2 

S-NED1CAT10N  1NDEX-U  .59  3.5 

1-AIRSICKNESS  INDEX-UU  19.83*  11.8 

I  -  VON  1 T 1 NG  INDEX-UU  22.51*  7.5 

I-P. DEGRADAT ION  INDEX-UU  15.68*  8.5 

1-NERVOUSNESS  INDEX-UU  46,98*  20. 7 

I -TURBULENCE  INDEX-UU  21.72*  28,3 

1-AIRSICKNESS  1NDEX-U  18.81*  5,5 

1-V0H1T1NG  1NDEX-U  24.34*  3.9 

1-P . DEGRADAT ION  1NDEX-U  15.55*  3.8 

1-NERVOUSNESS  1NDEX-U  39.39+  8.1 

I-TURBULENCE  1NDEX-U  25,28*  18.1 

TMS81-HS  HISTORY, PART  1  ,38  9.3 

THS02-HS  HISTORY, PART  2  .84  6.9 

TNSQ3-HS  HISTORY' S UH  .81  16.2 

TSANX-8TATE7ANX. QUEST.  .29  32.2 

TTAHX-TRA1T7AMX. QUEST.  .83  29.5 

TBVDT-BVDT  TIME  OF  DAY  30.02+  9.9 

TB VDR-BVDT  RATER  .53  14.0 

TBVD6-BVDT  SELF-RATING  6.131  14.5 

TBVDP-BVDT  POST-RATING  .81  6.4 

TVVSP1-VVIT  STATIC-RIGHT  .21  128,9 

TVVSP2- VV1 T  STATIC -URO MG  .17  5.5 

TVVSP3- VV1 T  STATIC -0 MI  T  .11  2,6 

TVVDP1-VVIT  DYNAMIC-RIGHT  12.79*  66.1 

TV VDP2- VVI T  DYNAH I C -WRONG  .92  9.3 

TV VDP3- WIT  DYNAMIC-QUIT  15.06*  53.6 

TVVIR-VVIT  RATER  9.66*  18. 1 

TVVI8-VVIT  SELF-RATING  16.94+  17.4 

TVVIP-VVIT  POST-RATING  18.88*  11.3 

TWIT-WIT  TIME  OF  DAY  3.18  18.6 


26.  8 
13.  1 
16.  6 
49.  2 
1  .  0 

12.  7 
7.  4 
7.  9 

21.3 
1  .  8 

17.  6 

13.8 
12.  6 
36.  2 
25.  8 

6.  3 

7.  1 
5.  4 

11.4 

13.  3 

8.  e 

7.  8 

15.  8 

38.  6 
29.  1 

8.  9 
13.  8 

12.  7 
3.  3 

121.7 
5.  2 
2  1 
79.  2 

16.  4 

39.  4 
15.  3 

14.8 

13.  8 

18.  8 


S  •  STUDENT  RESPONSE  DATA 
1  •  INSTRUCTOR  RESPONSE  DATA 
«  »  SIGNIFICANT  BEYOND  THE  .61  LEVEL 
*  *  SIGNIFICANT  BEYOND  THE  .001  LEVEL 


UNWEIGHTED  RESPONSE  INDEX 
UE1GHTED  RESPONSE  INDEX 


^  .  .  ,  ,  .  »• 


table,  statistically  significant  differences  were  observed  for  the  BVDT 
self-rating  score,  two  of  the  dynamic  performance  elements  of  the  WIT, 
and  all  three  WIT  rating  scores.  The  contention  that  the  new  syllabus 
students  were  more  susceptible  to  airsickness  than  the  old  syllabus 
students  would  be  supported  by  the  WIT  post-rating  variable  where  the 
mean  is  greater  for  the  former  group.  However,  for  all  of  the  remaining 
tests  found  to  be  statistically  different,  the  directional  sense  of  the 
mean  scores  is  such  that  the  student  group  flying  the  old  syllabus  would 
be  considered  more  susceptible  to  airsickness.  Since  the  differences  in 
the  mean  values  of  most  of  the  test  scores  are  relatively  small,  it  is 
more  probable  that  the  airsickness  differences  described  by  the  flight 
indices  are  more  closely  allied  with  the  change  in  syllabus  proper 
rather  than  gross  differences  in  the  two  populations. 
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APPENDIX  A 


Brief  Description  of  Individul  Hops  Comprising  the  New  Flight  Syllabus  for 
Basic  Training  Squadron  VT-10  That  Was  Phased  in  during  the 

1978-1979  Period 


V'L'-IO  (New  Syllabus) 


Basic  SNFO 


B-l 


B-2 


B-3 


B-4 


B-5,6,7,8 


Familiar ization : 

steep  turn,  stall,  landing  altitude  stall,  power  off 
stall  wingover,  aileron  roll,  minimum  radius  turn 

Low  Level/Visual  Navigation: 

Primarily  straight  and  level  flight.  No  acrobatics. 

Acrobatics : 

break  turn  stall,  approach  turn  stall,  SAM  break, 
barrel  roll,  loop,  one-half  Cuban  eight,  Immelman, 
split.  S 

Formation/Familiarization  Check  Flight: 

relative  motion  during  rendezvous,  tactical  wing 
position  and  turns,  combat  spread  position  and  turns 

Instrument  Navigation: 

Primarily  straight,  and  level  flight.  No  acrobatics. 
(B-8  check  flight) 


Intermediate  SNFO 

1-1  Advanced  Performance  Maneuvers: 

oscillatory  and  nonoscillatory  spins,  maximum  perform¬ 
ance  turn,  vertical  recovery 

1-2,3  Basic  Fighter  Maneuvers: 

abeam  attack  maneuver  and  defense,  high  yo-yo  maneuver 
and  defense,  low  yo-yo  maneuver  and  defense,  displace¬ 
ment  roll,  gunsight  tracking 

I-A,5,6,7  Instrument  Navigation: 

Primarily  straight  and  level  flight.  No  acrobatics. 
(1-7  check  flight) 

1-8,9  T-39  Instrument  Navigation: 

Primarily  straight  and  level  flight.  No  acrobatics. 
(1-9  check  flight) 

1-10,11,12  T-39  Visual  Navigation: 

Primarily  straight  and  level  flight.  No  acrobatics 
(1-12  check  flight) 

The  principal  aircraft  used  in  this  training  squadron  was  the  T-2.  The 
T-39D  aircraft  was  flown  in  Hops  1-8  through  1-12. 
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APPENDIX  B 

Brief  Description  of  Laboratory  Tests  Comprising  the  1977-1978 
Prototype  Motion  Sickness  Sensitivity  Test  Battery 


Variable  Symbol 
No.  Code 

23  TMSQ.1 

24  TMSQ2 

25  TMSQ3 


26  TSANX 

27  TTANX 


28  TBVDT 

29  TBVDR 

30  TBVDS 

31  TBVDP 


Test  Description 

Two-part  motion  sickness  history  form  describing  motion 
sickness  incidence  and  exposure  level.  TMSQl  summar¬ 
izes  the  history  before  the  age  of  12  and  has  a  minimum 
value  of  0.0  denoting  no  problems  and  a  maximum  value  of 
180  denoting  high  susceptibility.  TMSQ2  pertains  to 
motion  sickness  experience  following  age  12  with  the 
same  minimum  and  maximum  values.  TMSQ3  is  the  numerical 
sum  of  the  TMSQl  and  TMSQ2  scores.  For  details,  see 
Reason,  J„  T.,  An  investigation  of  some  factors  contrib¬ 
uting  to  individual  variation  in  motion  sickness  suscep¬ 
tibility.  FPRC  Committee  Report  1277.  London:  Ministry 
of  Defence,  1968. 

This  State-Trait  Anxiety  Inventory  is  comprised  of  two 
self-report  scales.  The  State  Anxiety  scale  (TSANX) 
reqires  the  individual  to  report  how  he  feels  at  that 
particular  moment  in  time,  while  the  Trait  Anxiety  Scale 
(TTANX)  requires  the  individual  to  report  how  he  gener¬ 
ally  feels.  Both  scales  have  a  minimum  score  of  20, 
denoting  minimum  anxiety  and  a  maximum  score  of  80  de¬ 
noting  maximum  anxiety.  For  details,  see  Spielberger, 

C.  D.,  Gorsuch,  R.  I..,  and  Lushene,  R.  E.,  STAI  Manual 
for  the  State-Trait  Anxiety  Inventory.  Palo  Alto,  CA: 
Consulting  Psychologists  Press,  1970. 


Brief  Vestibular  Disorientation  Test  (BVDT)  involving 
cross-coupled  angular  acceleration  stimuli  produced  by 
paced  head  motions  on  a  rotating  chair.  TBVDT  denotes 
the  time  of  day  the  test  was  given  based  upon  a  24-hour 
decimal  clock.  TBVDR  is  the  test  score  given  by  the 
rating  panel  and  has  a  minimum  value  of  6  denoting  no 
motion  symptoms  and  a  maximum  value  of  60  denoting  a 
maximal  motion  sickness  reaction.  Immediately  follow¬ 
ing  the  BVDT,  each  subject  rated  his  own  reactions  to 
the  test  coded  as  TBVDS  with  a  minimum  score  of  7' indi¬ 
cating  no  reaction  and  a  maximum  score  of  49  denoting 


high  reaction.  A  report  of  aftereffects  was  obtained 
from  the  subject  24  hours  later  and  coded  as  TBVDF  with 
a  minimum  score  of  0  denoting  no  aftereffects  and  a  maxi¬ 
mum  score  of  180  denoting  a  high  level  of  aftereffects. 
For  details,  see  Lentz,  J.  M.,  Holtzman,  G.  L.,  Hixson, 

W.  C.,  and  Guedry,  F.  E. ,  Normative  data  for  two  short 
tests  of  motion  reactivity.  NAMRL-1243.  Pensacola,  FL: 
Naval  Aerospace  Medical  Research  Laboratory,  1977. 


Variable  Symbol 
No.  Code 

32  TVVSP1 

33  TWSP2 

34  TWSP3 


35  TWDP1 
3'o  TWDP2 
37  TWDP3 


38 

39 

40 

41 


TVVIR 

TVVIS 

TVVIP 

TWIT 


Test  Description 

These  scores  pertain  to  the  task  performance  element  of 
the  Visual-Vestibular  Interaction  Test  (WIT).  The  tasks 
involve  the  visual  scan,  acquisition  and  identification 
of  a  complex  numerical  display.  Under  static  conditions, 
TWSPl  denotes  the  number  of  correct  responses,  TVVSP2 
the  number  of  incorrect  responses,  and  TWSP3  the  number 
of  omitted  responses. 

The  dynamic  performance  test  scores  TVVDP1,  TWDP2,  and 
TWDP3  describe  the  same  response  scores  recorded  while 
the  subject  undergoes  passive  sinusoidal  rotation.  For 
both  the  static  and  dynamic  performance  tests,  the  mini¬ 
mum  scores  within  a  given  response  category  are  0  and 
129,  respectively,  with  the  further  condition  that  sum 
of  the  correct,  incorrect,  and  omitted  scores  must  total 
129.  For  details,  see  Lentz,  J.  M.,  Holtzman,  G.  L., 
Hixson,  W.  C.,  and  Guedry,  F.  E.,  Normative  data  for  two 
short  tests  of  motion  reactivity.  NAMRL-1243.  Pensacola, 
FL:  Naval  Aerospace  Medical  Research  Laboratory,  1977. 

These  scores  pertain  to  the  motion  sickness  symptom  rat¬ 
ing  element  of  the  Visual-Vrstibular  Interaction  Test 
(WIT).  TWIR  is  the  test  score  given  by  the  rating 
panel  and  has  a  minimum  value  of  6  denoting  no  motion 
sickness  symptoms  and  a  maximum  value  of  60  denoting  a 
maximal  motion  sickness  reaction.  Immediately  following 
the  WIT,  each  subject  rated  his  own  reaction  to  the  test, 
which  was  coded  as  TVVIS,  with  a  minimum  score  of  7  de¬ 
noting  no  reaction  and  a  maximum  score  of  70  denoting 
high  reaction.  A  report  of  aftereffects  was  obtained 
from  the  subject  approximately  24  hours  later  and  coded 
as  TVVIP  with  a  minimum  score  of  0  denoting  no  after¬ 
effects.  TWIT  denotes  the  time  of  day  the  test  was  ad¬ 
ministered  based  upon  a  24-hour  decimal  clock.  For 
details,  see  Lentz,  J.  M.,  Holtzman,  G.  L.,  Hixson,  W.  C., 
and  Guedry,  F.  E.,  Normative  data  for  two  short  tests  of 
motion  reactivity.  NAMRL-1243.  Pensacola,  FL:  Naval 
Aerospace  Medical  Research  Laboratory,  1977 , 
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APPENDIX  G 


Normalized  Cumulative  Frequency  Distribution  of  Flight  Indices 
and  Laboratory  Test  Scores  for  the  Squadron  VT-10  Population 

(New  Syllabus) 
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Figure  C2 

Normalized  cumulative  frequency  dl.stribui  Ions  of  unweighted  and  weighted  vomiL  Indices  follow¬ 
ing  Lhe  Figure  Cl  format.  The  weighted  student  data  (15)  Indicate  that  approximately  A  7  percent 
of  the  students  never  vomited  during  flight  training.  A  weighted  Index  of  approximately  Zl.R 
defined  the  upper  deciLe  for  this  distribution. 
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Figure  C3 


Normalised  cumulative  frequency  dint ribul ions  of  unweighted  and  weighted  performance  degrada¬ 
tion  Indices  following  the  Figure  Cl  format.  The  weighted  student  data  (B)  indicate  that 
approximately  3'1  percent  of  the  .students  reported  never  experiencing  performance  degradation 
due  to  airsickness  during  flight  training.  A  weighted  index  of  approximately  ZO.l  defined  the 
upper  decile  for  this  distribution. 
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Figure  CA 

Normalized  cumulative  frequency  d  I  at  r  Ibiit  ions  of  unweighted  and  weighted  nervousness  indices 
following  the  Figure  CL  format.  The  weighted  student  data  (II)  Indicate  that  only  7  percent 
of  the  students  reported  never  experiencing  nervousness  prior  to  or  during  a  Might.  A 
weighted  Index  of  approximately  AT, AO  defined  the  upper  dee  lie  lot  this  distribution. 
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Normalized  riimu  l.iL  Ive  frequency  d  1st.  r  lhut  Ions  of  the  student -der  i  veil  med  lent  Ion  usage  Index 
(A)  and  tlie  instructor-derived  unweighted  (II)  and  weighted  ((!)  turbulence  indices.  The  medi¬ 
cation  data  again  emphasize  the  relatively  small  number  of  students  reporting  the  use  of  air¬ 
sickness  drugs  during  training.  The  turbulence  data,  as  compared  to  the  other  indices,  more 
closely  approach  a  normal  distribution. 


05 


TMSQ1-MDT ION  SICKNESS  QUESTIONNAIRE  (  PART  1) 

normalized  ojmulative  frequency  distribution 

ML  0 


/'LL  STUDENTS 
!€AN  -  6.  80 

STD.  DEV.  •  H.  35 

N  -  171 


-5  -*  -t  0  l  i  1 

(CAN  PLUS  MO  NIKIS  STANDARD  DEVIATION 
SQUADRON  VT10  <  tfW  SYLLABUS  )  DATA 


TMSQ2-MDT TON  SICKNESS  QUESTIONNAIRE  (PART  2) 

NORMALIZED  CUMJLATIVE  FREQUENCY  DISTRIBUTION 


TMSQ3-MDTION  SICKNESS  QUESTIONNAIRE  (  SUM  ) 

NORMALIZED  OMJLATIVE  FREQUENCY  DISTRIBUTION 


ALL  STUOENTS 
MtAN  “  8,  99 

STD,  DEV.  *  9.50 

N  •  171 


ALL  OTUDENTS 
l€AN  •  15.79 

STD.  DEV.  ■  18.09 

N  •  171 


-3-8-1  0  1  2  S 

tem  PLUS  AND  MINUS  STANDARD  DEVIATION 
SQUADRON  VT10  (  NEK  SYLLABUS  )  DATA 


-3-8-1  0  1  I  J 

MEAN  PLUS  AAC  MINUS  STAACARO  DEVIATION 
SQUADRON  VflO  (  NEV  SYLLABUS  !  DATA 


v  Inure  C6 

Normalized  cumulative  frequency  dist ribut iona  (irregular  curve)  of  the  three  motion  sickness 
liistory  scores  derived  from  the  VT-10  popul.tt ion.  Koch  plot  also  shows  the  equivalent  distri¬ 
bution  of  a  theoretical  Gaussian  population  (smooth  curve)  with  the  name  mean  and  standard 
deviation  as  the  related  laboratory  test  scores. 
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Normalised  cumulative  frequency  distr Lbutions  of  the  three  dynamic  performance  test  scores 
(irregular  curves)  associated  with  the  Visual-Vestibular  Interaction  Test  (WIT)  and  the 
related  theoretical  distributions  (smooth  curves)  of  Gaussian  populations  with  the  same  means 
and  standard  deviations  as  those  of  the  test  scores. 
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Figure  Cl  1 

Norma  1  ized  cumulative  frequency  distributions  ot  the  Visual-Vestibular  Interaction  Test 
(VVLT)  scores  (irregular  curves)  and  the  related  theoretical  d  1  st  r  Unit  ions  (smooth 
curves)  of  Gaussian  populations  wLth  the  same  means  and  standard  deviations  as  those  of 
the  test  scores. 
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